Gas crisis may halt holiday trave 


United Press International 
Gull 
and 
Shell 
oil 
company 
spokesmen 
said 
Wednesday 
the 
problem of gasoline shortages is 
inmediate: they’re not sure they 
have 
enough 
gasoline 
for 
this 
Memorial Day holiday weekend 
“ It's 
impossible 
to 
predict 
whether 
there 
will 
or won’t be 
enough gas for the weekend,’ 
a 
Shell spokesman said 


i t ’s gonna be tight," a Gulf 
spokesman 
said 
“ Cross 
your 
fingers. There eould be some spot 
shortages 
We’ve been telling the 
public about the* energy crisis three 
or four years, hut they act like they 
don’t believe us " 


In Memphis, Term., five stations 
ran 
out 
of 
gasoline 
Wednesday 
Three of the stations were operated 
by 
the 
Treasury 
stores 
a 
J.C . 


Penney 
subsidiary 
and 
two 
by 
Sears Roebuck. Treasury officials 
tentatively say they will get more 
gas as of June IT) 
Sears says its 
stations will reopen with the June 
allocation on June 1 


Standard Oil Co. 
of California 
Wednesday 
elim inated 
trading 
stamps at company stations. “ We 
felt it was a had position to be taking 
promotion steps to increase gasoline 


sales at a time when we have a shor­ 
tage," a spokesman said 
John Spahn, the manager of a 
Chevron station in Honolulu, said he 
laid off two part-timers and one full­ 
time worker. "B y the end of the 
week, we may have to close until 
June 30 when we get our next allot­ 
ment, and people say there’s no 
shortage," Spahn said. 
But Ralph Porcelli of the Gasoline 


R e t a i l e r s 
A s s o c i a t i o n 
of 
metropolitan Chicago is skeptical of 
reports of shortages. 
“ It’s a 
man-made shortage to 
force out the independent dealers 
who have been able to keep prices 3 
to 7 cents a gallon lower than the 
major brand dealers," Porcelli said 
“The big companies want to knock 
the 
little 
guys 
down. 
The 
oil 
companies are trying to force the 


government to restore the depletion 
allowance they lost a few years ago 
The companies are not performing 
for the best interests of the public " 
Porcelli 
said 
the 
major 
oil 
refineries were running “only up to 
50 to 75 per cent capacity They re 
intentionally holding down supplies 
to jack up prices. The government 
requested major oil companies to 
share their gasoline supplies with 
independents, but they refused." 
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Perjury suggested in 


McCord testimony 
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USING A STRAIGHT ED G E and a ruler Paul Thompson. Lompoc Library 
director, shows where the floor in a portion of the multi-use room has 
sagged at least three-quarters of an inch. 
City investigating apparent 
shift in library room 


By S T E V E LA RU E 
Staff Writer 
An apparent structural shifting in 
the multi-use room of the Lompoc 
Public Library' has touched off a city 
investigation 
into 
the 
possible 
danger, damage and liability that 
might come of it. 
The problem is that the room’s 
heavy, cast concrete roof appears to 
have slowly descended 3-4 inches in 
the building’s southeast corner in an 
area of picture windows and sliding 
glass doors. 
As 
evidence, 
Library 
Director 
Paul 
Thompson 
relates 
that 
portable partitions that require 3 4 
inch jacks to 
reach the ceiling 
elsewhere in the room, can now be 
set up in the southeast corner only it 
the jacks are removed. 
Also, a vertical metal window 
fram e member in that corner has 
bowed 
about 
1 4 
inches 
under 
gradual pressure, retreating from 


S A C R A M E N T O 
( HIM » 
Assembly Democrats today pressed 
foi swill passage ot the largest state 
budget in the* nation 
a $9 4 billion 
proposal representing $4<i() lor every 
man. woman and child in California 
The 1973 74 budget 
$143 million 
more than Gov 
Ronald 
Reagan 
o iig in a lly 
requ ested 
was 
expected to clear the Assembly with 
little difficulty, capping one of the 
chamber s most peaceful years of 
budget 
negotiations 
in 
recent 
history 
One ol the few disputes erupted 
Wednesday 
when 
Assemblyman 


window caulking and leaving open a 
small area between it and the edge 
of a glass window pane. 
“ It s been developing gradually. 
Thompson 
reported, 
“ and 
we’ve 
seen that pretty soon we couldn’t put 
a jack under the partition. So we 
called the city engineer. " 
Thompson hastened to add that he 
saw no danger of glass shattering 
under 
the 
pressure 
because 
the 
metal picture window frames allow 
a good deal of leeway. Nor has the 
shifting 
affected 
the 
smooth 
operation of that corn er’s sliding 
glass doors, he said 
After what he termed a “ brief, 
c u r s o r y 
e x a m in a tio n , 
C ity 
Engineer Barry Gustafson said, “ It 
would seem tfiat something must be 
occurring, 
whether 
it 
be 
earth 
settlement or structural binding, I 
don’t know 
Gustafson said tfiat minor paint, 


William T 
Bagiev, the chief GOD 
budget expert, criticized Democrats 
tor "fiscal flimflam" when they 


stnpped federal 
revenue sharing 
from ttu* budget The San Rafael 
Republican charged the move was 


designed to hold tin* federal funds as 
ransom 
for an undisclosed luiuie 
legislative deal 


Democratic 
Assemblyman Willie 
L 
Brown Ji , 
Ways and 
M ea n s 
Committee chairman, said fu* would 


“ up into" Republicans it they tried 
to stop the budget full i Alti lo» 


wall board and plaster cracking in 
the 
same 
area 
could 
be 
other 
symptoms, 
and 
said 
the 
city 
intended to investigate the m atter 
fully. 


City Administrator Gene Wahlers, 
who termed the c ity ’s attitude as a 
concern for potential damage and 
danger, spoke yesterday of meeting 
with the city attorney over the 
question of liability for the damage, 
it any 


Dedicated 
in 
early 
1969, 
the 
library 
was 
designed 
by 
the 
Architectural Kirm of Kerr Beggs 
and Associates of Santa Maria for a 
fee approximating $50,000 
It was 
constructed by general contractor 
Wully 
La 
Ereniere ol 
San 
Luis 
Obispo at a cost of $388,700 
Architect Stewart Kerr said this 
morning that lie had no knowledge1 ot 
the problem but that lit1 intends to 
contact city authorities about it 


Bill delaying 


sales tax passed 


SACRAMENTO (UiM > 
A bill 
delaying for 30 days the scheduled 
June I state sales tax increase lias 
been voted final passage by the 
Senate and sent 
to Gov 
Ronald 
Reagan 
T h e 
m e a s u r e 
(A B 1 3 7 ) 
by 
Assemblyman Jo e A Gonsalves, I) 
La Mirada, was aimed at giving 
Reagan and the legislature until 
July 
I 
to 
attempt 
to 
resolve 
differences over proposals foi 
a 
long term postponement 
After 
a 
brief 
flooi 
debate 
Wednesday, the Assembly approved 
bill was passed on a 29 5 vote 
Reagan was expected to sign the 
measure swiftly with the planned 
boost now only eight days away 


W A S H IN G T O N 
t U P I ) 
Members 
of 
the 
Senate 
Water­ 
gate comm ittee charged today there 
w ere 
d is c re p a n c ie s 
betw een 
testimony of convicted conspirator 
Ja m es 
W. 
McCord 
J r . 
and 
his 
former lawyer, and one senator 
proposed 
their 
statements 
be 
examined for possible perjury. 
The 
lawyer, 
Gerald 
Alch 
of 
Boston, 
a 
member 
of 
F. 
Lee 
Bailey’s firm, was questioned all 
morning about his denials of these 
two parts of McCord’s testimony 
ea rlier 
during 
the 
nationally 
televised hearings. 
—That Alch allegedly suggested 
that McCord, a 19-year CIA veteran, 
build as his defense the CIA was 
involved in the June 17 bugging and 
break-in at the Democratic offices 
at the Watergate complex. 
—That 
Alch 
allegedly 
brought 
pressure on McCord to accept an 
offer of executive clemency. 
The morning questioning of Alch 
took 2-* * hours during his second day 
on the stand. 
Sen 
Howard H. Baker J r ., R- 
Tenn., asked Alch how he could 
reconcile 
the 
“ d iscrep an cies" 
b etw een 
his 
te s tim o n y 
and 
McCord's. Alch suggested that he, 
McCord and his current lawyer, 
Bernard 
Fensterwald, 
take 
lie 
detector tests. 
“ I 
call 
them 
20th 
Century 
w ithcraft," said Sen. Sam J . Ervin 
J r . , 
D -N .C., 
the 
c o m m itte e 
chairm an, adding he did not put 
much stock in them Baker sharply 
disagreed, and proposed that the 
com m ittee staff arrange the tests if 
all were agreeable. 
Speaking with reporters during a 
lunch 
recess 
in 
the 
hearings, 
Fensterwald said he and McCord 
would be w illing to take lie detector 
tests “ only it all the witnesses are 
going to be given tests.” 
McCord first said his position was 
the same 
But moments later he 
said, 
“ I ’ll 
do 
w hatever 
the 
com m ittee asks for." 
Sen. Daniel K lnouye, D-Hawaii, 
said ttie committee also should ask 
the Ju stice Department to provide 


Richardson confirmed 


WASHINGTON 
i U l'h 
The 
Senate overwhelmingly confirmed 
Elliot 
Richardson 
as 
attorney 
general 
Wednesday despite some 
doubts 
fiis 
nominee 
tor 
special 
Watergate 
prosecutor 
might 
not 
have 
enough 
freedom 
to 
fully 
investigate the scandal 
Interrupting special hearings on 
tin* 
Watergate 
case, 
the Senate 
voted 82 3 tor Richardson after less 
than an hour's debate. 


Weather 


l*ow 
clouds 
along 
the 
coast 
extending 
inland 
late 
night 
and 
mornings otherwise fair through 
Friday Little temperature change 
High today and Friday in low 60s 
near ttie coast to the 70s inland Low 
tonight in low 50s Northwest wind 
lo to 20 miles per lioui in afternoons 
Fi iday tides 
High tides ot 3 6 feet at 4 06 a m 
and 4 2 I eel at 6 14 p m Utw tide ol 
0 K ot a toot at II Ofi a m 


any 
information 
collected 
which 
might show any connection, “ or 
criminal conspiracy," between the 
Democratic National Committee, or 
such 
d e m o c ra tic 
p resid en tial 
hopefuls as Edmund S. Muskie and 
George S. McGovern and any groups 
planning to carry out violence. 
Ervin ordered the request made, 
saying the information was needed 
to set the record straight. He said 
there 
“ are 
some 
people 
in 


By DICK PRAUL 
County Reporter 
The county administrative office 
confirmed today that the new salary 
proposals 
for 
department 
heads 
placed 
before 
the 
Board 
of 
Supervisors for consideration for 
the first time show a higher salary 
for County Administrative Officer 
Raymond D. Johnson over Mental 
H e a l t h 
D i r e c t o r 
N o r b e r t 
McNamara. 
Dr. McNamara, given an almost 
$4,000 pay raise this past spring by 
the board in a split vote, is not 
recommended for the 5 percent pay 
boost being suggested for virtually 
all other department heads, it was 
shown. There is no recommendation 
for any pay boost for the mental 
health 
chief 
who 
currently 
is 
reportedly feuding with Johnson and 
is fighting to retain his post. 
The 
new 
recommended 
salary 
tables for department heads shows 
Johnson recommending himself for 
a 5 percent boost from $35,808 to 
$37,851 
a n n u a lly , 
with 
D r. 
McNamara to remain in his present 
figure of $37,608 
Much has been made of the fact in 
recent years that the mental health 
director’s pay has exceeded that of 
the 
county’s 
top 
administrative 
official. 
“ I t ’s 
not 
been 
a 
healthy 
situ a tio n ," 
said 
one 
county 
spokesman. 
In fighting between Johnson and 
McNamara has been brewing lor 
some tune. It allegedly erupted a 
short 
tune 
ago 
when 
Johnson 
reportedly asked Dr McNamara to 


EASTON, 
Md 
lU PI i 
- 
Rep 
William O Mills, R Md , was found 
shot 
to 
death 
early 
today, 
apparently 
having 
committed 
suicide five days after disclosure 
that he had received secret financial 
aid 
from 
the 
Nixon 
campaign 
organization in 1971 
Shortly alter Mills’ Washington 
office confirmed police reports ol 
Mills’ death at 48. William B Horne, 
the 
state’s 
attorney 
in 
Talbot 
county, Md,, said Mills 
body was 
found at a farm near his Easton 
home and “ at this tune, there is no 
evidence ot foul play 
Investigations were under way by 
state and local police in Easton, a 
small community on the Maryland 
Eastern Shore 


Washington" who see “ conspiracy, 
subversives, 
demonstrators" 
and 
"ghosts under every bed and under 
every rosebush.” 


“ Unfortunately some of them get 
in security positions," Ervin said 
Under questioning by Sen Edward 
J . Gurney, R-Fla., Alch raised the 
possibility that Fensterwald wrote 
the March 19 letter from McCord to 
Chief U. S. District Judge John J. 
Sirica. 


resign Instead, Dr. McNamara has 
asked the Board of Supervisors for a 
private meeting 
The causes of the latest flareup 
between 
the 
pair 
hasn t 
been 
disclosed. The principals and the 
county supervisors have been mum 
about the controversy, but it is 
believed the supervisors — or a 
majority of them — gave Johnson 
the signal to ask Dr. McNamara to 
resign before the notice was given 
Some speculate the new outbreak 
arose from a culmination of things: 
a critical Grand Jury report about 
operations 
of 
the 
department, 
petitions 
from 
Mental 
Health 
Department employes directed at 
Dr McNamara for high-handedness 
as an administrator, and possibly 
the latest salary findings enabling 
Johnson to move ahead in the salary 
levels. 
It was pointed out fuel to the tire 
also seemingly was added when 
Johnson's recommendations for new 
pay proposals included a notation 
that the “ eight-county average 
pay 
of 
mental 
health 
directors 
in 
comparable 
counties 
was 
only 
$34,104 
Dr 
M cN am ara 
has 
maintained the average is much 
higher 
The only other department head 
category in which no pay increase 
recommendation 
was 
made 
was 
th a t 
of 
c o u n ty 
p e tr o le u m 
administrator It was show n that the 
salary level for this post was moved 
up to $19.920 in January in ordei to 
recruit 
lo fill 
the 
position 
Joe 
Greene is the new administrator 
named 


Mills, a member ol tfie House 
since 
1971, 
had 
been 
uiufei 
investigation tor failing to report a 
$25.000 cash contribution to his 1971 
election campaign 
that 
allegedly 
cam e from secret funds from the 
Finance Committee lo R eelect Hie 
President 


Mills 
maintained 
he had done 
nothing w rong 


Glimpses 


Camp Fire Blue Birds flying up in 
rank last evening in ceremonies at 
tfie Veterans Memoi iuI Building 


Sidewalk 
lepan 
undeiwav 
on 
South H Street 


Demos press for quick 
passage of state budget 


No raise proposed 
for McNamara 


Mills apparent suicide 


Denial of social plans funding sought 
Daily record 
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G oleta 
County 
Aater 
D istrict 
con i traction 
program 
funding 
r/n 
he 
ground* 
this 
is 
the 
responsibility 
of 
the 
Developer to cut off 
water for fighting fires 


Law rence 
Kelleher 
frustrated while seeking to 
g<-t county approval of a tot 
spilt on a 42 a' re par* el m 
asserted 
fire hazard 
flood hazard сoufitry in the 
m o untains 
behind 
Montee i to 
maintains the 
Forest Service has gotten 
water for the last tirne from 
a well on his property to 
fight future forest fires 


Kelleher told the County 
Environm ental 
Quality 
Advisory 
Agency 
which 
continued its hearing for 
one w«-«-k t,n a negative 
deciaration that the lot split 
wouldn t adversely affect 
the environment 
that he 
was 
extremely 
upset 


be* ause the fr orcst Service 
has opposed ms lot split 
application 
involving 
property he bought last year 
straddling Gibraltar 
Rd 
three miles north of East 
Mountain Dr 
The V orest Service drew 
a large quanity of water 
from 
the 
well 
on 
this 
property 
in 
fighting 
the 
Coyote Tire 
he said 
"I 
will not let them use water 
from this well to fight any 
new fire " 
The 
lot 
split 
proposal 
comes up at a continued 
hearing Thursday before the 
County 
Su b d iv isio n 
Committee The committee 
had 
held 
up 
action 


Pat Blankenship honored 


Pat 
Blankenship 
of 
Lompoc 
member of the 
State Democratic Central 
Committee will receive the 
* Key Woman award of the 
c o m m itte e , 
it 
was 
announced today 
Mrs 
Blankenship is the 
only Lompoc woman ever to 
receive the award, given for 
her vice 
to 
the 
state 
committee 
The 
awards 
will 
be 
presented June 9 in the 
International Ballroom of 
the Inter national Hotel in 
Los 
Angeles 
Mrs, 
Blankenship 
stated 
this 


morning 
that 
she 
unfortunately will not be 
able to attend the award 
ceremony 
Efforts 
to 
oust 
Mrs 
Blankenshp 
from 
the 
Central 
Committee 
were 
attempted last year during 
the general elections by the 
Santa 
Barbara 
County 
D e m o c r a t i c 
C e n tra l 
Committee 
Basis for the 
attempted ouster was her 
public 
support 
of 
Republican 
Assemblyman 
W I/on MacGillivray in his 
re election bid The move, 
however, failed 
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prevv/usly pending county 
processing of the negative 
declaration 
The 
county 
counsels 
o ffic e 
was 
asked, 
meanwhile, to rule whether 
a lot 
split was already 
legally in effect because the 
property is split by a county 
road 
G ib raltar 
Rd. 
Kelleher said he wanted to 
split the property into 23 and 
19 acre parcels based on the 
road cutting through 
Another major problem 
faces Kelleher in that the 
Board of Supervisors has 
rezoned 
the 
area 
from 
three-acre 
to 
100-acre 
homesites due to fire and 
flood dangers The zoning 
ordinance goes into effect 
Thursday Kelleher says he 
stands to lose financially as 
he bought the property on 
the 
basis 
of 
three-acre 
zoning He claims he filed 
for the lot split back in m»d- 
Apnl 
and 
delays 
have 
occurred repeatedly. 
Supervisor Frank J Frost 
told Kelleher he “ will not 
vote any exceptions” to the 
new 
rezoning 
in 
the 
mountainous 
areas 
He 
described the area as in 
“ hre-hazard, flood hazard 
country” which the Forest 
Service 
is 
seeking 
to 
prevent 
from 
being 
overdeveloped 
“ We rez/med that land 
100-acre zoning for good 
reasons,” declared Frost 
“ I will not vote for any 
exceptions ” 
Frost 
had 
asked 
the 
county agency to require a 
full environmental impact 
report 
on 
the 
lot 
split 
proposal 
prior 
to 
the 
decision 
to continue 
the 
hearing a week pending a 
report 
from 
the 
county 
counsel’s office. 
The 
environm ental 
agency 
voted 
to 
require 
David Herschler to file a 
full environmental impact 
report in connection with 
his proposal to divide land in 
mountainous area east of 
Toro Canyon Rd north of 
Carpmteria 
into 
four 
parcels 


Nation's 
weather 


United Press International 
Heavy 
thunderstorms 
lashed the Southeast early 
today 
after 
damaging 
winds, 
large 
hail 
and 
tornadoes struck the area 
Wednesday night 
Unstable 
conditions 
prevailed 
throughout 
the 
nation 
and 
a 
generous 
supply of moisture hung 
over the Gulf coast region 
This tropical air fed the 
development of numerous 
severe thunderstorms from 
Texas into the Carolines 
Tornadoes struck towns in 
Mississippi, 
Alabama, 
Tennessee 
and 
South 
Carolina 
Wednesday 
evening Golf ball sized hail 
stones hit College Grove, 
Term , Aqutlla, Tex , and 
Piney Woods, Miss 
Winds of up to no miles 
per hour ripped through 
Temple, Tex., lifting a roof 
off a motel and destroying 
two mobile homes. Damage 
was reported to be hi the 
millions of dollars 
A tornado watch was in 
effect 
early 
today 
for 
portions 
ol 
Mississippi, 
Alabama, Georgia and some 
parts 
ol 
Diuistana 
and 
Tennessee 


distnct 
A 
requeued 
I ’irt >.». 
fending 
program 
for 
C o m m u n ity 
A c tio s 
Comm maos 
is 
given 
a 
negative 
reeoounenda t me 
on 
the 
grounds 
that 
volunteer» couid continue 
any «upended program 


Otter requests w:JJ be as 
follows 
Goleta 
Const) 
A a te r 
D is t r ic t 
construction 
program 
110 442 /70 
Lcrs 
Alamos 
C o m m u n ity 
S e r v ic e 
District 
well construction 
p ro g ram 
$4® 000 
Carpujteria County Water 


D istrict 
ground 
water 
program 
$lid Ш 
Health 
Та*4 Force — East Santa 
Barham 
Health Protect 
m v r 
Heaiïii Task Force health 
p lan n in g 
is : 37. 
Tuberculosis 
and 
Health 
Asm 
19 210 
F reedom 


C o m m a m ty О . n *c 
S3» SC 
Le* al 
Aid 
Foundation 
SIS м. La (. л -a de là Raza 
C o m m u n ity 
C e n te r 
Adm inistrator 
S62 440 
C o m m u n ity 
A ctio n 
Com m ission 
S ìbk . 00 
Center of Santa Barbara 
m m 


BONNIE Shields, daughter of Mr and Mrs 
James R. Shields Jr , of 420 South C St . 
and Rob Russ Jr., son of Lt. Col. and Mrs 
Robert M. Russ of 151 Inverness Ave , 
Vandenberg Village 
have been 
named 
teenagers of the month by Elks Lodge 2274 
Miss Shields, a senior at Lompoc High 
School, and Russ, a senior at Cabnlio High 
School, 
were 
cited 
for 
outstanding 
accomplishments in school 
and in the 
community 


Lompoc teachers win 
national honors 


Dorothy R. Wagner, teacher at Miguelito School, and 
Pauline Ahlemann teacher at West wings School, have been 
chosen “ Outstanding Elementary' Teachers of America for 
1973 ” 
The two local teachers will be listed in the annual awards 
volume, “ Outstanding Elementary Teachers of America 
The program honors “ distinguished men and women for 
exceptional services, achievements and leadership in the 
field of elementary education.’ 
The honor conferred on the two teachers also makes 
them eligible to receive the “ Outstanding Elementary 
Teacher of the Year Award Trophy Schools of the trophy 
winners will receive $500 grants. 


Obituaries 


Mary Gilles 


Funeral 
services 
are 
pending at Haider Mortuary 
in Santa Barbara for Mary 


K. Balaam Gilles, 51, who 
died this morning at her 
home at 2785 Williams Way 


in Santa Barbara. She was 
the 
widow 
of 
Lambert 


Gilles, a former employe of 
the Lornpoe Record 


A native of Lompoc, Mrs 
fiilles was the director of 


the music Department at 


Lornpoe 
High School for 
several years 


Further 
details 
will 
appear iri the Record 


Dallas Martin 


Funeral 
services 
were 
held in Salinas last week for 
Dallas Martin, 86 who died 
there 
Horn in Santa Maria, Mr 
Martin moved to Lompoc in 
1950 where he opened a 
mechanic 
shop 
on 
East 
Ocean Avenue He resided 
on North F Avenue while in 
the city and was a member 
of the then Lompoc Hand 
Mr Martin left Lompoc in 
1955 and was a salesman in 
S a lin a s 
before 
his 
retirement 
He is survived by his 
widow, 
Anne 
Martin 
of 
Salinas and a nephew, John 
Martin, ol Rucker Road, 
Lompoc 


Discover Beautiful 
IM\ LIKE KESIIKT 


Delightful Cabins and Houses 


Cocktails on the Terrace 


Dining in the Sycamore Room 


P H O N E FO R R E S E R V A T IO N S 
688-4191 


Vac ation by fha Day, Week oi Murith 
Swim -Fi*h Play Tennis • Hike Horseback RicJiny 
Birds and Wildlife 
For Group Seminars Picnics Barbecues 


THE LoM P A Parts ¿rd 
Re. rea: it-* 
Department 
¿ecnetóa % hosted DiStrKt 
MU oi the Ciuf orna Parks 
k nd Re. r ea : tom See let > The 
program iac, jded a uwr of 
Vandenberg 
Air 
Force 
Ba>e ootaR ag a i è usit to 
ihe ia M w n ifl sue. the 
launch facahties the 
Atlass assembly budding, 
and abo indoctrmataoB of 
the programs that the Air 
Force is coounaiag on the 
Western Test Range After 
the tour 
presentation bv 
Bad 
Thatcher 
NASA 
representative. 
launch 
director for the Western 
Test Range was made at 
the 
R o y a l 
Coach 
Restaurant 
Representa­ 
tives from Sar. Luis Obispo. 
Santa 
M a ria 
Santa 
Barbara Ventura Oxnard. 
Simi 
and Pleasant Valley 
Parks 
and 
Recreation 
District attended 


MONDAY will be a legal 
holiday Memorial Day for 
city 
forces 
All 
city 
facilities except the Police 
and Fire Departments will 
be closed to the public. 
Refuse collection will be 
suspended but will resume 
normal schedules Tuesday. 
The city’s Sanitary Landfill 
will be open from 10 a m to 
4 p m The library and the 
Municipal 
Pool 
will 
be 
closed 


G E O R G E 
W illia m 
Pritchard, son of Mr. and 
Mrs W C Pritchard of 3446 
Via Barba. Mission Hills, is 
one of 167 candidates for 
bachelor of arts degrees to 
be 
awarded 
by 
Bethel 
College, 
St 
Paul, 
Minn. 
Degrees will be awarded at 
graduation ceremonies May 
27 
on the college s new 
Arden 
Hills 
campus. 
Pritchard has 
a major in 
music education and plans 
to teach 
He is a 
1968 
graduate of Cabnlio High 
School 


TWO 
GRADUATES 
of 
local 
high 
schools 
were 
honored recently at College 
of Idaho They are William 
Evans, son of Mr and Mrs. 
Bernard Evans. 522 South K 
St., recipient of the John E. 
Houston 
M e m o r ia l 
Scholarship; 
and 
David 
Boyd, son of the Rev. and 
Mrs. 
Kenneth 
R 
Boyd, 
inductee 
in 
Scarab , 
a c a d e m ic 
h o n orary 
fraternity for students with 
grade points of 3.5 or better. 


TICKETS for the musical 
co m e d y, 
“ P u r l i e , ” 
sponsored 
by 
the 
Allan 
Hancock 
College 
Black 
Student 
Union, 
may 
be 
purchased 
at 
Speller's 
Dashery 
in 
the 
Lompoc 
Plaza 
Shopping 
Center 
Prices are $2 for adults, 
$1 50 for students with any 
valid student body card 
Children tickets are priced 
at $1 for under 12 and will be 
sold at the door The play 
will be presented Friday 
and 
Saturday 
in 
the 
Hancock 
College 
Student 


Center m B pm Prc*e‘*d* 
go toward» a nchoiar»hip 
fund 


( HI CK » Nursery at 1321 
E 
Ocean Ave 
has fx-eri 
burglarized of S40 in cask 
and a radio record player 
valued 
at 
$200 
police 
reports indicate 


A SANTA Maria man, 
David Elmer Trujillo, 37 
died 
yesterday 
in 
the 
flaming trash of his truck 
trailer rig on Highway 170 I 
east of Santa Maria 
tin- I 
California Highway Patrol 
said The CHP said the rig 
went out of control on 
a 
curve rolled over partially 
down a creek embankment 
and 
burst 
into 
flames 
Efforts to remove Trujillo 
were slowed by the intensity 
of the flames 
the 
CHP 
said. 


A PLATE glass window 
was broken and a camera 
stolen in the burglary of a 
church at 1600 Berkeley Dr , 
police 
reports 
indicated 
Value 
of 
the 
loss 
was 
estimated 
at 
$95 
The 
incident occurred sometime 
Tuesday 
night 
and 
was 
reported yesterday. 


RODNEY Earl Drumm. 
20. an apparent transient, 
has been placed on two 
y e a r s 
probation 
on 
misdemeanor conviction for 


forgery 
Drumm 
had 
pleaded 
guilty 
in 
appearance* bHore Lompoc 
Justice Court Judge Terrill 
Y 
fdx 
C*sl»e 
Greer 
Gowenlo* k 
Ik of 1009 N 
Third St 
also involved in 
the same ca e was placed 
on summary probation to 
the court after entering a 
negotiated plea of guilty 


Г ’ л Jorgensen * 
" ¡ 
IV * 
Jewelers 
J 
LOMPOC 
S H O P P IN G C E N T E R 
FR EE WATCH 
J 
X 
INSPECTION «4® I 
I 
e 
*ith тип cou^o*» Ъ 
ш 
% ш ш ш т ш ~ т ж ш т т Л 


Movie 


T im e ta b le 


Lompoc Theatre 


"La 
“ K a n " 7 M l * » 


Valley Drive-In 


"Flat Fary” I k 
Red s«a" 1# IS 


Gemini Cinema I 


"Billy Jack ’ 5:43-8 18 


Gemini Cinema II 


"bcliveraBce" 7 :IM :M 


75C OFF LARGE PIZZA 
35c OFF MED. PIZZA 


' — 
-------^ 
W ITH THIS COUPON 
FR I., SAT., S U N .-M A Y 25 -28-27 
THE HUT RESTAURANT 
MISSION HILLS SHOPPING CENTER 
(Corner Rucker end Burton Mesa Rd.) 
OPEN DAILY 11 a .m .-2 a.m. RE. 3-1591 
M-C 


: < 


LOMPOC 


I 
11? North "M" Strtat 
I 
1 
RE 6-4617 
Л 
w 
Open 6 :30 Daily 
™ 
Sat., Sun., Halidays: 1:00 
Adults 11.50; Students, $1.00 
_________Child, 50c 


F 


1ST AREA SHOWING 
ManoP 
к Mancha 


PC to 
United Artists I 


P LU S »FU ZZ- 


VALLEY 
D R IV E IN 


N»f 
Htykway 1 
RE 1-1013 


B.O. Opens 7:00 
М |||||.;и м и 1 ч 1 к 
Brucale# 
Ж «.«г, Ни* О* km kW, . • kmkrnl ттж ж m 
“Fisfs 
of Fury 


Cato• А На»ю«ЫGenere1 *<•. « (rwevt 
_ 
-P L U S - 
Ö4*4s8«onjor- JrwtAito?« îovwsVto» Äorji 
-REP SUN 


LOS ALAMOS HOTEL 


Now Featuring for the First Time 
SHERI GEIGER 


Folk Singer formerly appearing at Mattei's Tavern 
THURS., 0:00 P.M. to 12:00 
SUNDAY, 8:00 P.M. TO 12:00 


DANCING 
FRI. & SAT. NIGHT 


Dance from 9:45 to 2 a.m. 


358 Bell Street 
Los Alamos 
Old Country Dinners 


Open Tues. thru Set. 5 te 10 p.m. 
Open Sunday Neon te 9 p.m. 


(jemim Cittern 


NORTHSIOE SHOPPINGCENTER-RE.8-9505 
HELD 
OVER 
Breaking All Records 
S E E IT ! 


BILLY 
JACK 


ê 
v l 
w«мПШНММ* 
..win»«» 


Showtimas Weekdays 
5:45 - 8:00 • 10:00 
Saturday, Sunday, Monday 
11:30-1:30 3:45 
5:45-8:00-10:00 


Students A Adults, S2.S0 
Child under 12,81.00 
Sorry, No Passes 


A D V A N C E T IC K E T S 


CAN B E P U R C H A S E D 


AT T H E BO X O F F IC E 


M O N D A Y IS L A D IE S ' N IT E 


LIMITED 
ENGAGEMENT 


Where does the camping trip end and the nightmare begin...? 


Deliverance 


A J O H N BOORMAN Fit M 


Starring JON VOK5HÍ BURT RI YNOLDS * PANAVISION# 43>*f|lJ 
Tl CHNICOlORe • From Warner Uro» A Warner Commun» aten« Company 


SHOW T IM E S -7 :00-9:00 
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News in brief 
Evaluation of water basins needed 


Public funds 
SACKAMKNTO I Ill’ll 
Gov. Ronald Reagan reports 
committing 
$161,318 
in 
public funds to underwrite a 
task force study that led to 
his current tax limitation 
proposals. 
use of state money for the 
project 
has come 
under 
critical questioning recently 
and has led to demands that 
the lull sum he revealed 
The 
disclosure, 
which 
showed $103,185 of the sum 
came 
from 
health 
and 
welfare funds, was made 
Wednesday in an eight-page 
report compiled by the task 
force and submitted to the 
legislative auditor general 
by 
Reagan's 
assistant, 
Edwin W Thomas. 


Remap 


SACKAMKNTO IU P II 
Prodded 
by 
the 
State 
Supreme Court and what 
one angry senator called 
“ the whip of selfishness,” 
the legislature has taken a 
giant step toward resolving 
the 
politically 
sensitive 
issue of 
reapportionment 
that has dogged it for nearly 
three years. 
The 
Senate 
Wednesday 
passed a bipartisan “ last 
chance” 
redistricting bill 
supported by Gov. Ronald 


STARBUCK 
MORTUARY 


123 North "A " Streot 


RE. 6-5580 


MCPEEK FAMILY 
MORTUARY 


S3! N*ctti H StrMt 
PHONE 4-3431 


By Community Acctpfanct 


Ih» Order o(Hu Golden AuJe 
'olden jfodJipW 


Reagan 
It creates a flying bat 
shaped “ Chicano” district 
in Southern California and 
abolishes 
the 
northern 
district of Sen Alan Short, 
1) Stockton It is designed to 
protect 
every 
incumbent 
senator planning to seek re 
election 
next 
year 
and 
preserve the current 20-20 
Republican-Democrat split. 
The bill (SB195) went to 
the Assembly on a 25-13 
vote. 


Roundup 


LOS ANUKLKS I UPI» - 
The 
Im m igration 
and 
Naturalization Service has 
launched the 
biggest 
roundup here in three years 
of Mexicans and other Latin 
Americans in the country 
illegally, 
arresting 
more 
than 600 the first day. 
Mexican-American activist 
groups 
criticized 
the 
roundup as “ Gestapo-like 
dragnet” and said the INS is 
trying to distract attention 
from a grand investigation 
that has turned up evidence 
of corruption in its ranks. 
A 
“ sizable 
force” 
of 
Border Patrol officers from 
other parts of the country 
were brought in to help local 
INS agents in the sweeps, 
said Donald T. Williams, 
acting district director of 
the service. 


Coverage 


SACRAMENTO ( U P Ii- 
Television 
news 
crews 
assigned 
to 
the 
Capitol 
today offered to proposed 
guidelines 
aimed 
at 
granting them better access 
to 
cover 
le g isla tive 
comm ittee 
and 
floor 
sessions. “ We don’t feel we 
should 
compromise 
our 
right to be there but we 
realize there have to be 
some 
rules 
for 
having 
cameras 
in 
the 
hearing 


rooms and chambers so we 
d o n ’t 
d isrup t 
t h e 
p r o c e e d in g s , ’ ’ 
said 
newsman 
Vie 
Biondi 
of 
KNBC in Los Angeles 
The long stewing issue of 
television 
coverage 
of 
committee hearings boiled 
to a head Wednesday when 
live TV news crews refused 
to quit filming a Senate 
committee session despite 
orders to do so by the 
chairman. 
Exhume 


AURORA, Tex. (U P I) 
A grave in a small north 
Texas cemetery contains 
the 
body 
of 
an 
1897 
astronaut who “ was not an 
inhabitant of this world,” 
a c c o rd in g 
to 
the 
International UFO Bureau. 
The 
group, 
which 
investigates 
unidentified 
flying objects, has already 
initiated legal proceedings 
to exhume the body, and will 
go to court if necessary to 
open the grave, director 
Hayden 
Hewes 
said 
Wednesday. 
“ We hope by exhuming 
the body we may obtain 
some of the same type of 
unusual metal from either 
his clothing or bones that 
was unearthed at the well 
site when we checked it with 
metal detectors,” he said. 
Hewes 
said 
pieces 
of 
metal found near the grave 
and crash site are now being 
analyzed by scientists. 


Extremist? 


SACRAMENTO (UPIi - 
An official of the Elks Club 
has 
branded 
Assembly 
Speaker 
Bob Moretti an 
“ extremist” for criticizing 
the organization’s whites- 
only membership rule. 
Moretti, 
a 
Democratic 
contender for governor next 
year, 
said 
the 
E lk s’ 
membership 
policy 
was 
“ inexplicable” to him. 


CARPETING...SAVE *200 
PER 
SO. YD. 


FHA Approved Shag 


100% heat set nylon 


19 colors - tweeds - solids 


k l A I A l $ T 
B 
installedwith 
IMlsW 
f 
rubberpad 


- O R - 


Luxurious Plush Shag 


100% heat set nylon 


25 colors — Deep rich pile 


U /N 1II S1A49 installed with 
N O W IV 
rubberpad 


LIN O LE U M 
By 
Arm strong 
Ann 
Congoleum 


DRAPERIES...SAVE 33%% 
CUSTOM MADE DRAPES 


In a natural go-with-everything linen. Installed with 
expert craftsmanship. 


F R E E EST IM A T ES AND INSTALLATIO N 


Kirsch 
decorator 
poles, 
traverse 


rods 
and 
accessories 


Rod Width 
35" 
to 
56" 


57" 
to 
71" 


® 
*♦ 90 
o 
o 


101" 
to 
120" 


121" 
to 
140" 


141" 
to 
160" 


161" 
to 
180" 
Length 


to 54" 
22 96 
24 28 
33 60 
34 20 
44.24 
45.56 
54 88 
55" -63" 
26 92 
29 56 
40 20 
42 60 
53 48 
56 12 
68 76 
64"-84" 
29 48 
32 42 
43 80 
46 20 
58 52 
61 88 
75 24 
85" -90" 
29 80 
33 40 
45 00 
48 60 
60 20 
63 80 
77 40 
91"-99" 
30 52 
34 60 
46 20 
49 80 
61 88 
65 72 
80.56 


ASK ABOUT OUR 90-DAY 
INTEREST 
FREE 
ACCOUNT 
Open Daily 9 'til 9; Sat., 9 'til 4; Sunday, 10:30 'til S 
Linden's of Lompoc 
326 No. N St.—RE. 6-8585 


BY DICK PRAUL 
County Reportei 
The County Water Agency 
directors decided this week 
that there is a critical need 
to have expert evaluation of 
county ground water basin 
resources, particularly in 
Goleta water district and 
other south coast and north 
county areas where water 
supply 
is 
becoming 
a 
problem. 
The directors, who are 
also 
county 
supervisors, 
instructed 
Water 
Agency 
stall head Norman Caldwell 
and 
County 
Water 
C o n su lta n t 
R o b e rt 


Edmonston to confer with 
U.S. 
Geological 
Survey 
officials 
to 
determine 
possible costs of a program 
aimed 
at 
determining 
ground water storage, sale 
yield and overdraft of the 
various basins m the county. 
At the same time, the 
water 
agency 
board 
approved 
in 
principle a 
cooperative contract with 
the 
U S 
agency to pay 
$23,750 for fiscal 1974 to 
have the geological survey 
continue with his program 
of 
water data collection 
from wells throughout the 
county. 
Computerization of such 


data 
is 
proceeding 
and 
tJSGS 
officials 
told 
the 
water agency Tuesday that 
the 
federal 
agency 
can 
utilize this data to make 
further 
evaluations 
as 
requested 
Raymond E. Miller, sub- 
district chief of the USGS 
Southern California office at 
Garden 
Grove, 
however, 
declared he had no idea at 
this time what the extra 
cost could be on a sharing 
basis 
utilizing 
possible 
federal funds. 
Supervisor Curtis Tunnell, 
of Santa Maria, told Miller 
and Frank Giessner, USGS 


Water districts get refunds 


The County Water Agency has authorized 
the county aduitor-controller’s office to 
make refunds totaling 
$29,618 to three 
south coast water districts which made 
payments 
for 
more 
surplus 
water 
allocations from the Cachuma Project than 
can be delivered for the 1973-74 water year. 
The districts getting refunds are Goleta 
district. 
$23.051; 
Carpintería 
district. 
$2,925. and Montecito district, $3,642. 
All three are being allocated a total of 
10,300 acre feet of surplus water during the 
water year which started May 15. They had 
requested and paid tor 11.200 acre feet. 
Goleta district had paid $95.908 with its 
request for 7,IKK) acre feet. It was allotted 


$346,000 needed for water 


Santa 
Barbara 
County 
must budget $346.000 during 
the coming fiscal year to 
carry on with its financing 
of its Phase 1 “ insurance 


program” 
of 
the 


Water 
Project, 
it 
revealed today. 


State 


was 


Public 
Works 
Director 


Many attend fete for AHC teacher 


A 
retirement 
party 
honoring 
Art 
Schilder, 
geology 
instructor 
and 
A s s is t a n t 
D ean 
of 
Vocational 
Education 
at 
Allan Hancock College, was 
attended by more than 160 
relatives, 
friends 
and 
associates last week 
Schilder has been with 
Hancock College for the 
past 14 years. Prior to that 


E X T E N D E D 
H O U R S : 
Open Evenings 
Till 7:00 P.M 
For Your 
Convenience 


Mon. A Fri. 'til 8 P.M. 
Sunday, 12-5 P.M. 


1040 NORTH H ST. 


was a businessman in Santa 
Maria 
He first 
entered 
teaching 
in 
1936 
as an 
instructor with the Palo 
Alto School District 
Following 
his 
official 
retirement next month, the 
Schilders 
w ill 
travel 
extensively and then return 
to this area where they will 
continue to reside. 


OH, WOW! 


BEND. 
Ore 
(UPIi 
Realtor 
Frank Taylor is 
returning the refund check 


fo r 
a 
ho m e o w n e r f 
insurance policy. 


The check from the First 
National Hank ol Oregon 
was lor $9,000,006.59 rather 


than the 59 cents the hank 
owed him 


STATESIDE HAS COMPLETED 


THEIR MOVE TO 
913 N . " H " S tre e t 


(Formerly McM ahan'*) 


Thanks to our customers tor your patience 
during our move. We are still getting organized 
in our 
new 
location, 
but 
service for our 
customers goes on as usual. 


COME IN AND SEE US! 


USt OUR BIG PARKING LOT 
AT THE REAR OF THE BUILDING 
Stateside Office Supplies 


913 No H St -Lom poc -R E 4-1231 


Norman 
Caldwell, 
who 
heads the County Water 
Agency staff as well, said 
this 
will 
be 
a 
“ higher 
figure” than was placed in 
the proposed 
budget for 
1973-74. 
This 
means the 
budget must be raised to 
meet the latest figure sent 
the county bv the State 
Department of Resources, 
he declared. 
The 
county's 
Phase 
1 
program is being carried on 
in hopes the county will be 
able to enter Phase 2 and 
thus actually order its 57.000 
acre 
too 
allotment 
in 
coming years. The present 
“ insurance 
program 
merely 
guarantees 
the 
county will be in a position 
to order water as allotted to 
it under the contract at a 
later date 
It the county doesn't get 
into the Phase 2 program, it 
can 
presumably 
sell 
its 
allotment to other districts 
in more need of water, it 
has been shown 
M e a n w li 11 e . 
latest 
allocation 
figures 
of 
Cachuma Project water for 
the 1973 74 water year which 
started May 15 have been 
announced 
A total of 32.268 acre feet 
ol water is to be doled out 
from a reservoir that spilled 
(his year 
LEASE 
or 
BUY 


GIVE THE 
BEATTIE BOYS 
A TRY 


determination 
of 
such 
information 
utilizing 
a 
consultant. 
Miller 
said 
USGS has 
preferred to provide the 
raw data 
and have the 
county or water districts 
employ consultants to make 
further evaluations. 
Tunnell 
recalled 
that 
there had been a major 
discrepancy several years 
ago concerning overdraft 
figures in the Santa Maria 
Valley, and more precise, 
up-to-date figures are now 
needed in view of different 
views over need of imported 
Feather River water 


L E S L IE S. HUBBARD, right, founder of the Vandenberg 
Art Guild iVAG), is presented with a lifetime honorable 
membership to the club by president Adolf Friedrich. 
Hubbard is now retired from the Air Force and has taught 
art as an Allan Hancock College instructor on Vandenberg 
Air Force Base. VAG will exhibit a show June 2 and 3 in the 
Lompoc Public Library. 


6,354. 
Carpinteria district had paid $57,000 for a 
requested 2,200 acre feet. It was allotted 
2.083 
Montecito district had paid $45,203 for 
1,700 acre feet, and received 1,563 
Santa Ynez River Water Conservation 
District 
requested 
and 
received 
an 
allocation of 300 acre feet and paid $3.018 
City of Santa Barbara had no request for 
surplus water 
Whereas South Coast districts and the 
city of Santa Barbara are charged $25 per 
acre foot for agricultural water and $35 for 
municipal and industrial water. Santa Ynez 
district is charged less. 


ground water expert also 
from 
the Garden Grove 
office that he felt such an 
evaluation was • vital” at 
this time in particular 
While 
the 
new 
USGS 
computerized water data 
collection program is not 
due to be completed in the 
county until July, 1975, the 
county officials were told it 
would 
he 
possible 
to 
“ isolate 
basins such as 
Goleta Valley and provide 
such 
supplem ental 
information as is needed. 
Goleta 
water 
district 
manager Robert Bitten said 
the district is engaged in a 


E.G. Waters 


A health plan 


Declaring there is no greater problem facing the people 
of California than the threat of devastating health costs.” 
Senator George Moscone has proposed legislation to 
provide blanket health care for everyone through payroll 
deductions. 
His bill is a comprehensive one which will not be easily 
understood and will generate great rhetoric from those who 
will view it as “ socialized medicine.” 
Because of this it is unlikely the measure will win 
approval in the near future.- Adding to the weakening of its 
chances for passage is the political fact that Moscone is 
presently a contender for the Democratic gubernatorial 
nomination next year. This will cause some to view his 
proposal as a grandstand play for votes. Others in the 
Legislature who are also aspirants for governor will seek to 
block it simply to keep Moscone from getting credit for a 
major social achievement. 
But the measure deserves serious consideration. First 
because, whether or not it is exactly the right solution, it 
attacks a very real problem. 
For despite the fact Californians are spending an 
estimated $9 billion annually for health care, many are 
being wiped out because their insurance doesn’t cover 
enough. Others are simply going without adequate care for 
lack of insurance or other resources to meet the costs Still 
others go without because of the distribution of qualified 
doctors. 
As Moscone points out. health care today “ is a system 
that has built-in segregation based upon whether one is rich 
or poor, young or old. ’ ’ 
He contends that neither the voluntary health plans nor 
the attempts to provide for the elderly and poor have 
worked Both, he said, have proven to be inflationary and 
neither fill the needs. 
Moscone says legislative intervention in the health field 
is inevitable. Conceding that the federal government may 
act to remedy the problem he declared, “ California cannot 
afford to wait. If a national compulsory health insurance 
eventually passes we can readily convert under my 
proposal.” 
In fairness to Moscone, his efforts are not just a vote- 
getting ploy in anticipation of an election. He has been 
working for several years to devise a program which will 
provide health care and still be politically realistic 
He seeks to provide 100 per cent coverage of health care 
expenses for all through payroll deductions adjusted to 
individual earnings. 
There would also be employer 
contributions plus county, state and federal funds. 
We can have a much more comprehensive system for no 
more, if not less than we now spend,” he said 
He also seeks to avoid any tone of socialized medicine by 
premitting patients free choice of doctors, complete 
independence for the doctors in selecting their practice, 
and continuation of competitive prepaid health plans. And 
he would establish a State Health Commission and assure 
local participation in control by regional councils. 
In hearings held by the Senate Committee preceding the 
bill s introduction Moscone solicited all viewpoints in his 
effort to work out an acceptable measure. Even so. now 
that it is a concrete proposal it will undoubtly undergo 
many changes before coming close to reality 
Probably his greatest contribution at this point is his 
bringing out in the open a problem that cries for solution 


Festival ticket winners 


Jim Hernandez, chairman of the 1973 Flower Festival 
Committee, today announced winners of this week s 
Flower Festival ticket prizes and the top queen candidate 
in queen contest ticket sales. 
Kathi Costa, sponsored by the Elks Lodge, leads this 
week in ticket sales. 
Winners of this week s,ticket prizes are; Bill Leary. 4024 
Club House, Vandenberg Village, and F Underwood. 4442 
Sirius, Vandenberg Village. Also, the winner of two free 
tickets to the Gemini Theater is Chris Cooper. 3846 Jupiter. 
Vandenberg Village 
Winners may claim their gift certificates and tickets at 
the Lompoc Chamber of Commerce Office. 119 E. Cypress 
Gifts for this week's winners have been donated by 
Rowans, Lompoc Shopping Center. Valley Rexall Drug. 
1026 North H Street, and Gemini Theater Corp m the 
Northside Shopping Center 
Tickets from these winners will be eligible tor the grand 
prizes 


Ford to meet 
terrorist demands 


BUENOS AIRES (UPI > 
The Ford Motor Co said today 
it has made contact with lettwing terrorists who threatened 
to kidnap employes it the company did not send $1 million 
worth ol medical equipment and supplies to Aigentme 
hospitals 


In Detroit, the company said Wednesday it would meet 
the demands 


A Ford spokesman in Buenos Aires said “conversations' 
already 
have 
started 
with 
the 
lettist 
People s 
Revolutionary Army lEHPf, accused in several other 
kidnapmgs and attacks 


The organization said its gunmen shot two Argentine 
employes ol the company Monday as they left a suburban 
plant 
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Energy rationing commission? 


SACRAMENTO (UPII — Electrical brownouts will 
strike California cities within five years unless the 
state acts soon to resolve a grow ing energy crisis, two 
assemblymen warned in proposing legislation to 
create a powerful new state commission 
The commission would have sweeping authority to 
ration electricity in emergencies, regulate household 
appliances to make sure they are efficient, and 
approve power plant locations. 


The ambitious legislative package was unveiled 
Wednesday by Assembly Speaker Bob Moretti of Van 
Nuys, 
a 
contender 
for 
the 
1974 
Democratic 
gubernatorial nomination; and Assemblyman Charles 
Warren, D-Los Angeles, who headed up a lengthy 
investigation of the electrical “energy crisis" in 
California. 


Warren, who sides with environmentalists on most 
issues, said his committee found that to satisfy 
accelerating energy demands California must double 
its electrical resources every decade. 
Unless something is done soon, Warren told a news 
conference, “we will start experiencing brownouts or 
blackouts in the next four to six vears. Thev will not 


be isolated incidences and they conceivably could 
occur for a period of years.” 
Moretti 
said 
that 
"unlike 
other 
energy 
problems—such as the alleged oil shortage, which 
involves 
the 
federal 
government, oil 
imports, 
international 
companies 
and 
foreign 
govern­ 
ments—our electrical energy problem and its solution 
can be dealt with within the borders of California.” 
Under the act, a five-member State Energy 
Resources Conservation Commission, appointed by 
the governor, would have power to; 
—Determine how much electrical energy California 
needs. 
—Eliminate “wasteful, inefficient, unnecessary or 
uneconomical uses of electrical energy.” This could 
be 
done 
by 
pricing, 
limiting 
electrical 
ad­ 
vertisements, improving home designs and making 
appliances more efficient 
—Certify power plant locations. Except for coastal 
zone commissions, the energy commission would 
have sole state authority over power plant sites. 
—Conduct research and development of energy 
sources, particularly geothermal and solar. 
—Ration electricity during brownout emergencies. 
—Impose a tax on energy to pay for the project. 


Heath doesn't want a Watergate 


Gold Knight 
award goes 
to Ledford 


Otto C. 
Ledford, 
vice 
president 
and 
director, 
WTR 
Division, 
Federal 
Electric Corporation, is the 
recipient this year of the 
Gold Knight of Management 
award, 
highest 
honor 
bestowed by the California 
Central Coast Area Council 
of 
th e 
Na ti on al 
Management Association 
The 
award 
will 
be 
presented Friday, May 25. 
at the Elks Club in Santa 
Maria. 
Presenting 
the 
award will be Dana D. 
Denison, 
vice 
preseident 
and 
director, 
North 
American 
operations, 
F e d e r a l 
E l e c t r i c 
Corporation. Special guest 
will be Charles W. Sauter, 
National 
Management 
Association 
area 
vice 
president. Social hour will 
be 6:15 p.m. with dinner at 
7:30. 
The 
evening 
will 
conclude with dancing to the 
music of “The Casuals.” 


Itemization 


of beauty funds 


Since July, 1972, the City 
Beautification Commission 
has 
spent 
$2,024 69 
of 
d o n a t e d 
funds 
on 
beautification efforts. The 
city 
staff 
revealed 
this 
itemization this week ; 
$145.45 
— 
sprinkler 
equipment 
for 
the 
Wye 
beautification 
project; 
$550.58 — equipment cost, 
materials and supplies for 
the Wye; 
$620 81 — 125 Bishop Pines 
and 12 Live Oaks for the 
Wye; $29 40 — 20 bags of 
nitro humus. 
$324.65 — 12 tree well 
covers for tree plantings in 
front of city hall; $324.92 — 
12 Eucalyptus Sideroxylon 
Rosea trees for planting in 
front of city hall and along 
Walnut Avenue, $26 24 
postage; 
and 
$4 64 
printing. 


PUBLIC 
NOTICE 


automoS lT owners 


You DO NOT have 
to work for the 
Government to be 
eligible for 
GEICO. savings on 
Auto Insurance 


Any 
pervon 
in 
« 
Pro­ 
f e ss i o n a l , 
T e c h n ic s! , 
Administrative, 
M a n a ­ 
gerial, Clerical or Agricul­ 
t u r a l 
o c c u p a t i o n 
is 
•ligible. 
C hec k 
your 
eligibility and exact rates 
for your car, 


3I7SC O N S T E L L A T I O N R D 


Vandenberg village 


RE. 3-3591 
(¿i G E IC O . 


Court to hear Calley appeal 


WASHINGTON (UPI) - The nation's 
highest court of military law has decided to 
hear the appeal of 1st Lt William L. Calley 
Jr.—but only on three of the 30 legal points 
raised by his defense. 
The 
Court 
of 
Military 
Appeals 
—composed of three civilian judges—said 
one of the points it will hear is the defense 
contention that the tidal wave of pre-trial 
publicity prevented a fair trial 
But 
the 
court 
barred 
further 
consideration 
of 
one 
major 
defense 
point—that 
“command 
influence” had 
prejudiced the court-martial. 
The defense contended that numerous 
high officials, including President Nixon 
and then Army Chief of Staff Gen. William 
C. Westmoreland, pursued a policy of 


punishing Calley ‘in order to cleanse the 
Army of any guilt.” 
Calley, 29, was convicted two years ago 
of murdering at least 22 Vietnamese 
civilians in the village of My Lai. He was 
sentenced to life but that sentence was 
later reduced to 20 years. He is under house 
arrest at Ft. Benning, Ga. 


The defense and prosecution tussled last 
year over the publicity issue in the lower 
Army Court of Military Review. Calley’s 
lawyers said the voiume of publicity 
prejudiced the case. The prosecution 
responded that if the sheer mass of 
publicity were enough to make a trial 
unfair, no case involving great notoriety 
could ever be successfully prosecuted.” 


Promotion group grant delayed 


WASHINGTON (UPI» - Agriculture 
Secretary Earl 
L. 
Butz has delayed 
approval of a $10 million federal grant to a 
private cotton promotion group, scheduled 
to have been paid July 1, it was learned 
today. 
Butz and two top aides reviewed plans to 
pay the money to Cotton, Inc , of New 
York, and then decided they could not 
approve 
it 
without 
more 
detailed 
information on how the group would spend 
the funds. 
Among other things, they want to know 


about salaries and fringe benefits paid to 
the organization’s high-paid staff. 
According to Agriculture Department 
records, the group pays its president, J. 
Dukes Wooters, $100,000 a year and pays 
$35,000 to $44,000 annually to about six 
other employes. 


Rep. H. R. Gross, R-Iowa, has written 
Butz protesting the $10 million payment, 
saying “ I see no reason why the American 
people should be gouged for such a huge 
subsidy 
for 
an 
organization 
that 
is 
apparently rolling in private wealth.” 


Bigfoot reportedly photographed 


SAN FRANCISCO (UPI) - Is it Bigfoot 
or some guy in a motheaten, baggy gorilla 
suit? 
The elusive Bigfoot, legendary ape-man 
of the Pacific Northwest, was sighted and 
photographed, according to a group of 
professional creature hunters. 
Actually, they say their photograph is of 


"Son of BigToot,” a hairy teen-age monster 
with silver-gray fur and a mane rising like 
a Roman soldier s plume from the nape of 
his neck to the top of his head. 
That's what appears in the photograph by 
B-F Enterprises, a Santa Clara, Calif., 
corporation dedicated to the capture of a 
centuries-old legend. 


LONDON (UPI) 
Prime 
Minister 
Edward 
Heath, 
moving quickly to quash any 
idea he would tolerate a 
Watergatestyle 
coverup, 
p la n n e d 
to 
a d d r e s s 
Parliament 
today 
on 
Britain’s 
most 
explosive 
sex, 
security 
and 
drugs 
scandal in a decade 
Officials 
said 
Heath 
decided 
to 
act 
quickly 
because 
of 
political 
pressures 
and 
various 
seamy stories circulating in 
parliament and newspapers. 
But, they said Heath will not 
announce he is setting up a 
judicial inquiry. 
The 
scandal 
exploded 
Wednesday with a public 
confession 
by 
Lord 
Lambton, 
50, 
a 
former 
m i n i s t e r 
in 
H e a t h s 
government, that he had "a 
casual acquaintance” with a 
call 
girl 
and 
that 
her 
h u s b a n d 
had 
tr i e d 
unsuccessfully 
to 
sell 
compromising photographs 
of them to newspapers. 
Lambton, married with a 
son 
and 
five daughters, 
made 
the confession 
15 
hours 
aft er 
quitting 
abruptly for "personal and 
health reasons” as under 
secretary for the air force. 
He denied any security risk 
or blackmail was involved. 
Within 
hours, 
the 
government said the whole 
question was in the hands of 
the country’s top prosecutor 
for possible action. 


Then 
the 
office 
of 
Attorney General Sir Peter 
Rawlinson 
announced 
summonses 
were 
issued 
against Lambton, charging 
him with illegal possession 
of 
c a n n a b i s 
and 
amphetamines. 
When the police asked to 


search his house, Lambton 
he confiscated from a friend pills he had taken on and off 
said later, he showed them a 
months ago. Police, he said, for 
15 
years 
under 
a 
small amount of ‘soft’ drugs 
also found some barbiturate prescription. 
A Sunday kind of breakfast 
you can grab any day of the week. 


T R Y TH IS NEW SA N D W ICH A N Y T IM E D U R IN G OUR NEW 
ST O RE HOURS: 


N EW HOURS: O P E N : SUN TH RU TH U R S 8 a.m. - Midnight 
FRI. & SAT. 8 a.m. — 2 a.m. 


Me Donacids 
LOMPOC STORE ONLY 
835 No. H 


C L A S S IF IE D ADS 
G E T R E SU LT S 
C A I X RE 6-2313 


Before you buy 
a new car; do your 
homework. 
Ibdays lesson is 
subtraction. 


Datsun 1200 
Vega 2300 


Datsun 1200 
Mazda RX-3 


Datsun 1200 
Pinto Sedan 


28.7 miles per gallon (mpg) 
21.5 mpg 


28.7 mpg 
13.5 mpg 


Datsun 1200 
VW Sedan 11 


Datsun 1200 
Capri Coupe 


28.7 mpg 
23.6 mpg 


28.7 mpg 
21.6 mpg 


28.7 mpg 
21.4 mpg 
Datsun 1200 
28.7 mpg 
Ferrari 365 GTB 
6.3 mpg 


All mileage figures are from the Environmental Protection Agency's recent test findings. 
The Datsun 1200 delivered the highest gas mileage of all cars sold in the United States. 
Datsun 1200. The more you 
subtract, the more it adds up. 


SAVES 
BOB NOLAN DATSUN 


T H E C E N T R A L C O A S T 'S L A R G E S T D A T S U N D E A L E R 


401 North'M ' Stroot— Lompoc— RE. 4-7521 
400 North Broadw ay-Santo M o ria -W A . 54707 


H P "" 


- . ............. ...и...... 
6 AUTO 
WRECKING 


I*"* 
* - 
6SA“ « f 


Announcinq 


OUR NEW LOCATION 
613 South Avalon 


(NoarCity Landfill) 


RE. 6-6719 


Our new, larger, modern building and storage area — Ready to serve you. 
Used auto parts and accessories including foreign cars (most makos and 
models). 


PERRY'S AUTO WRECKING 
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LOMPOC'S GREAT PRICE SMASHERS 
SELLING FINE FURNITURE! 
DIRECT TO YOU 


NO ONE STORE CAN SAVE YOU MORE! 


VAFB sergeant may 
get top AF post 


A 
V a n d e n I) e r g 
noncommissioned 
officer 
moved one step closer to 
consideration 
for 
appointment 
as 
Chief 
Master Sergeant of the Air 
Force. 
(\M Sgt Isaiah N. White 
J r was recently selected as 
one of three Strategic Air 
Command 
sergeants 
to 
come 
under 
review 
by 
Headquarters USAF as a 
possible successor to Chief 
Master Sergeant of the Air 
Force Richard I) Kisling 
The other two are chief 
masters sergeants Donald 


'Name dining 


hall' contest 


All 
permanent 
party 
enlisted 
personnel 
at 
Vandenberg 
AFB 
are 
invited to participate in a 
contest to name the three 
dining halls on base. This 
contest is being sponsored 
by the Food Service Branch 
of the Services Division. 
The “ Name the Dining 
Halls” Contest started last 
week and will run until May 
25. U.S. Savings Bonds will 
be 
awarded 
to 
the 
individuals who submit the 
winning entries. 
The 
dining 
halls 
are 
currently named one, two 
and three and, according to 
Second Lieutenant Dennis 
A 
Bossen, food service 
officer, 
“ the names show 
little class and we are 
trying to make them seem 
more 
like 
a 
civilian 
restaurant. 
After 
the 
winning names are chosen, 
the Food Services Branch 
will try to change the decor 
of the dining halls to fit the 
new name.” 


Lietutenant 
Bossen 
recommends that the names 
be 
short 
and 
locally 
significant 
and 
the 
inidviduals 
should 
stay 
away from naming it after 
an individual. 


Final selection will be 
made by the Commander s 
Noncommissioned Officers 
and 
Airman 
Advisory 
Council The winners will be 
announced the first week in 
June. 


Duperre, 
Carswell 
AFB, 
Tex. and Joseph P. Marlow, 
F.E. Warren AFB, Wyo 
Whit«*, 
394th 
Strategic 
Missile Squadron, is the 
noncommissioned officer in 
charge 
of 
the 
Titan 
Maintenance Branch. 
He 
stated that this was “ by far 
my 
greatest 
Air 
Force 
honor, all other honors I’ve 
received have been on the 
squadron or base level 
The three airmen were 
selected by Gen. John C. 
Meyer, SAC commander-in- 
chief, and were among 13 
recommendations 
to 
the 
SAC 
nomination 
board. 
Their names have been 
forwarded to the Air Force 
Military Personnel Center 
board scheduled to meet in 
late May. 
“ Of the 13 nominees who 
went before the selection 
board, six of us were chosen 
for the final meeting with 
General Meyer,” explained 
White. The selection board 
was very tough with the 
questions they asked, but I 
was particuiarly nervous 
going to see CINCSAC. I 
then found him to be an 
open, intelligent man.” 
White will next travel to 
Randolph AFB, Tex May 26 
to meet the Air Force 
selection board. There he 
will compete against 27 to 50 
other 
nominees 
from 
different commands. 
“ The competition will be 
tough,” stated White, “ but 
from the base and division's 
backing given to me, I have 
confidence, because I feel 
I'm representing the base 
and 
this gives me the 
incentive to do well.' 
Besides 
his job 
here. 
White is actively involved in 
many of the base’s “ people 
programs, the Noncommis­ 
sioned Officer Association 
and the Top Three Council 
The 24-year veteran has 
held many assignments in 
transportation and missile 
maintenance positions. He 
is also graduate of the SAC 
NCO 
Academy 
and 
is 
currently 
pursuing 
a 
Bachelor of Science degree 
in Business Administration- 
Public Relations. He has 
been awarded the Air Force 
Commendation Medal with 
two Oak Leaf Clusters. 


Isaiah White Jr. 


Lompoc Vets 


of WWI top 
membership 


The 
Lompoc 
Barracks 
3462 of the Veterans of 
World War I, Inc. has gone 
over the top, totalling the 
highest 
membership 
percentage rate of any of 
the organization s 56 other 
California affiliates. 
In a May 19 letter to 
Valley Great War vets, the 
Lompoc unit’s jump from 21 
to 32 members since July of 
last year was heralded as 
tops in the state. 


At a time when many 
World 
War 
Veterans 
organizations are dwelling 
on the “ last man” theme, 
the Lompoc barracks has 
scoured the area for new 
recruits. 


The Valley unit, with 128 
per cent of their quota, at 
this time barely leads the 
Pajaro Valley unit with 126 
per cent. Lompoc, he said, 
has done this even though 
most of the local Great War 
veterans on the books are 
known deceased. 


“ It’s getting so critical, 
quite a few of the branches 
are closing 
up, 
local 
commander Arthur Smith 
reviewed. 
“ But we just 
don’t give up '' 


BUICl 
OPE] 
PONTU 
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| 
g m c Q 1 ks 


50,000 
miles 
or 
5-YEARS 


• 
• 
• 
SE R V IC E 
| 


• W A R R A N T Y ] 


; 
O N ALL 
• NEW CARS j 


437 N. 'H' St. 
LOMPOC 
RE. 6-6533 


COMPLETE 
SELECTION 
of oil 


MODELS 
AND 
COLORS 


LA. 
FLEET 
PRICES 


Enjoy King Size Comfort it Big Savings! 
This Vinyl Redmer Opens to a Full (-Ft! 


R«kn a way your tensions in this 
giant, tufted 3-way rediner • 
designed with generous proportions 
for the big mon! Solid construction 
and full bock with massive padded 
orms. Glove-soft vinyl or Herculon 


$159 Valut 
$119 


THE Grandeur 
OF SPAIN IN 
LUSH VELVET 


$399 


O«iorotor m»pir#d tht gwtuwork hat b««n token 
out of coordinating the perfect living room grouping 
to bring old world efegonce to your home The ioft 
touch of luih velvet with contrasting velvet wefti 
•eft fhn beauty oport from oolt others 


7 PIECES! 
• 8' Sofa 
t Love Seat 
• Cocktail Table 
t Hexagon Table 
a Commode Table 
a Two Table Lamps 


KING-SIZE SPECTACULAR 


DECORATOR 
LAMPS 


Choose 
Modem, 
Contemporary, 
Early Ameri- 
ond oth- 
ers. Hurry! 


î î 
AS LOW AS 


INNERSPRING MATTRESS | 
2 MATCHING BOX SPRINGS 


* 2 KINO SIZE K>X SPRINGS 
A KING SIZE MATTRESS 
A KING SUE FRAME 
a LUXURIOUS HIADIOARD 


L U X U R Y F O R L E S S ! 


L A R G E S E L E C T IO N ! 


OF O U T ST A N D IN G 8-FOOT SOFAS... 
SALE PRICED 


Choose 
yours 
from 
Contemporary, 
Spanish, Traditional and more in Velvets 
and Herculons! Savings like you've never 
F R O M 
seen before! 
*197 


r ; 


U esÊF*- 
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C O M PLET E 


QUEEN 
BED 
EN SEM BLE 


Quilted mattress, box base 


foundation, 
metal 
castor 


frame, velveteen headboard. 


SAVE BY P U R C H A S I N G 


A S C O M P L E T E UNI T 
*11900 


4 D R A W E R STUD EN T D ESK 2 ONLY $59.00 EA. 


12 P IE C E T E FLO N II C O O K W A R E 3 SETS ONLY $19.95 EA. 


5 PC. D IN E T T E CHOICE OF COLORS 3 ONLY $49.00 EA. 


m m . 
Eastern 
Quality 


-* ' »j •, 
e t 
.« v * " f l ** - 


Choose from 
many beautiful 
new styles. 


These are complete five 
piece 
sets designed 
to 
compliment any home — 
and quality names like 
Barker 
and 
Bassett! 


Reduced to 
*100 


Ask About Our Instant Credit Plan 


URNITURE 


(§ ENTER 


N E E D C R ED IT ? 
J U S T A S K ! ! 


1206 W OCEAN 


In Wi lliams Bros. Shopping Center 
RE. 5-I/4Y 


O P E N M O N . FRI ,9 « 
S ATURDAY,» 6 
C L O S E D S U N D A Y 


''Finest After Sale Service in the Valley” 


DISCUSSING a final performance of the season for Lompoc Music 
Association are newly elected officers, from left: 
Elaine Webster, 
recording secretary; Maida Ratcliff, president. Ruth Lee. treasurer. Also 
elected at a recent board meeting were Chuck Dizney. vice president; Jean 
Jacoby, corresponding secretary. Other board members are Sandy Greiten, 
Ellen Burch, Wayne Asbury and Elizabeth Morse To be featured in the 
chamber concert during Flower Festival week are Ginnie Madison, pianist; 
Diane Siminski, violinist; Muriel Sumter and Elaine Webster, sopranos, 
and a wind ensemble Definite date and place are still to be announced. 


Quota Club schedules 
officer installation 


Lompoc Quota Club will hold its 
eighth annual installation of officers 
tomorrow night (Friday in the Cove 
Room of Lions Inn Festivities will 
start with a cocktail hour at 7 
o’clock Dinner will be served at 8. 
An open invitation has been issued 
to Quota Club area officers and to 
past presidents of the local club. The 
latter 
will 
assist 
Stella 
Reed, 
retiring president, in conducting the 
installation ceremonies. 


Taking office will be: Corky (Mrs. 
John F.) Giles, president; Marion 
(Mrs. 
John! 
Gugenheim, 
vice 
president, Pam (Mrs. Joei Sesto, 
second vice president; Pat Smith, 
recording secretary; Alice Lopez, 
corresponding secretary; 
Geneve 


Marks, treasurer. New directors 
will be Stella Reed and Shirley 
English. 
Hold-over directors are 
Babara Nogle and Dorothy Ames. 
Attending the officer installation 
dinner of the Santa Maria Quota 
Club at the Vandenberg Inn were 
Corky Giles, Nancy Jaeb and Stella 
Reed. Serving as installing officer 
was 
Myrtle 
DcChaine 
of 
Paso 
Robles, 
governor of District 33 
Quota 
International. 
D istrict 
convention will be held at Santa 
Maria this fall. 
Taking 
reservations 
for 
the 
Lompoc 
Quota 
Club installation 
dinner is Mary Scherer, 6-4525 or 6- 
6823. Tickets are $5. Husbands and 
other guests are welcome. 


Dear Abby 


Tell Grandma she can 
help out with money 


DEAR ABBY: My mother, who is 
in her middle seventies, has made 
her home with us for nearly 20 
years, since Dad died. She has her 
own room, and we built a private 
bathroom just for her. 
G ran d m a 
enjoys 
“ helping” 
around the house She can ’t hear 
very well so she gets the phone 
messages all wrong. She can’t see 
very well so when she mops or 
makes a bed, I do it over when she’s 
not looking. 
Grandma hasn’t been in a grocery 
store in years so she has no idea how 
high groceries are. In fact, she 
hasn’t spent any of her own money 
in years, which is what I'm getting 
at. 
She draws around $200 a month, 
which she puts in the bank The only 
checks she ever writes are lor 
Christmas and birthday presents, 
and 
those 
are 
very 
modest, 
considering what Grandma is worth. 
She keeps telling us she’s leaving 
everything to us - but we need 
some help now Is there a way to ask 
Grandma to kick in with some loot 
without sounding grabby? 
NEEDS HELP 
DEAR 
NEEDS 
Try 
this: 
“Grandma, the cost of living has 
gone up skyhigh these last 10 years, 
and it’s still climbing We could use 
a little money every month to help 
cut the mustard Do you think you 
could spare it?” It she asks how 
much you had in mind, tell her. 
DEAR ABBY The other morning 
while doing the dishes, my wedding 
ring came off 
The water was 
running, and I didn t realize the ring 
was gone until it had already gone 
down the dram 
I called a plumber right away He 
said the ring was already in the 
sewer and it couldn’t Ik* retrieved 
Abby, 
that was my husbands 


grandmother’s wedding ring, and if 
he knew I was doing the dishes in it 
he would kill me. I bandaged up my 
hand and told him I had burned it. I 
can’t go on wearing the bandage 
forever Please tell me what to do 
BUTTERFINGERS 
DEAR 
BU TTERFIN G ERS: 
Remove the bandage and tell your 
husband 
the 
truth. 
It’s 
an 
unfortunate loss, but if that’s the 
worst thing that ever happens to 
either one of you, you’ll be lucky. 


DEAR ABBY: My wife and I have 
reached a stalemate We have been 
arguing about something unrelated 
to us, but which has become a sore 
point. For about three years we 
have observed a neighbor carrying 
on. (1 11 call her “ Mrs X ” » 
We have seen Mrs, X and her 
children pack up the car during the 
summer months, pull out of the 
driveway, 
and 
minutes 
later 
a 
young woman pull into the driveway* 
and stay with the husband tor hours 
When 
Mrs 
X 
attended 
night 
classes, we have seen this “ friend” 
leave by the back door, creeping 
across the lawn just seconds before 
Mrs. X s car came down the road 
My wife has also set n the husband 
and this woman dining out in local 
eating spots 
The problems My wile wants to 
tell Mrs X about these going on 
Not to tip her off, but because she 
dislikes her She says Mrs X puts on 
airs and is always talking about how 
happily married 
she is, and how 
she 
has 
“ trained 
her 
husband 
right,” etc 


1 am turning to you because my 
wile 
reads 
your 
column 
daily, 
respects 
your opinion, 
and 
tias 
agreed to abide by your opinion 
WEARY HUSBAND 
DEAR WEARY I say “ Leave it 
alone 


State awards 
earned by CDA 
La Purísima 


Court La Purísima 1267 Catholic 
Daughters ot 
America garnered 
three 
awards 
at 
recent 
state 
conference in Monterey. A special 
a w ard 
of 
m e rit 
recognized 
“outstanding schievement in the 
CDA 
p r o g r a m 
fo r 
o v e ra ll 
participation in ‘civics.” Only one 
other court received such an award. 
Florence (Mrs. Clyde C. i Holley is 
the local civics chairman. 
A 
state 
award 
of 
merit 
tor 
c h a rita b le 
in v o lv em en t 
was 
specifically 
for 
R ural 
Life 
Assistance. 
Local 
chairmen are 
Charlotte (Mrs 
George* Durham 
and Mary * Mrs Ronald i Marquis. 
Third award was the certificate of 
appreciation from Madonna Manor, 
the CDA State Retirement Home in 
Salinas. 
Ann 
«Mrs. 
Tefilio) 
Espinosa is the local chairman. 
Fiorina (Mrs. Hartley* Glidden, 
Court 
La Purísima 
regent, has 
returned from the 24th biennial 
conference of CDA California State 
Court The event marked its golden 
anniversary 
First a Court in the 
state was instituted in April 1911 at 
San Francisco By 1923 there were 
many and the state court came into 
being Now there are 139 courts with 
an 
approximate 
membership of 
15,000 
A 
to tal 
of 
200,000 
membership is recorded by courts 
in 
50 
states, 
territories 
and 
possessions ot the Lnited States. 
Conference theme was “ Always 
Go Forward. Never Turn Back,’’ the 
famous words of Fray Junipero 
Sierra, toundei ot many California 
missions 
The conference opened 
officially 
with 
a 
con-celebrated 
Mass 
in 
Mission 
San 
Carlos 
Bor romeo 


SANTA BARBARA Mission will be 
the 
setting 
August 
18 
tor 
the 
wedding of 
Miss Jean Elizabeth 
Morris 
and 
Henry 
A 
Alviani 
Parents of the bride elect are Mr 
and Mrs William Bartlett, 520 West 
Locust Ave , 
and Jam es Harry 
Morris The prospective bridegroom 
is the son of Mi and Mrs Henry F 
Alviani of Rut bank A 1970 graduate 
ot Lompoc High School, Miss Morris 
now 
attends 
Mount 
St 
Mary’s 
College 
Los Angeles 
where both 
she and hei fiance are studying 
music 
lie is a 1971 graduate ot 
Loyola University, L A 


News briefs 


Boots and Satellites Square Dance 
Club, Vandenberg AFB will host a 
square dance this Saturday, May 26 
at 8 p m. Building 5007, California 
Ave., VAFB will be the locale. All 
area square dancers are invited. 
Callers 
will 
be 
Jake Felde of 
Vandenberg 
Village 
and 
Lloyd 
Purdy of the Los Angeles area. 
Refreshments will be served during 
the dance. 


Open House is planned at the Girls 
Club, 122 North G St., this Sunday, 
May 27, from 2-5 p.m. The public is 
invited to visit to see the facilities 
and observe the program offered to 
local girls from 6-18 years of age. 
The local club joined with 218 
other Girls Clubs throughout the 
country in observing National Girls 
Club Week May 13-19. A candle 
lighting ceremony celebrated the 
28th birthday anniversary of Girls 
Clubs of America. 


Rose Kenton and Hope Howard 
were winners of the recent bridge 
marathon 
sponsored by Lompoc 
Valley Republican Women. Hosting 
the play-off session in their home 
Tuesday night were Mr. and Mrs. 
Dewey Garwood. 
Other winners were Roger and 
Joanne Bujold, second; Louisa Van 
Ausdal and Rene Stockridge, third. 


Women of St. Mary’s will have a 
luncheon program Tuesday, May 29, 
in Foster’s Restaurant, 115 South J 
St. Serving is slated for 11.30 a.m. 
Babysitting services will be offered 
at the church. 
Reservations are now being taken 
at the church office, 6-2311 from 9 
a.m.-12 noon, daily; by Arlene (Mrs. 
Glenn) 
Ballantyne, 
3-4239, 
and 
Maxine (Mrs. John) Smith, 3-4436. 


Farewell dinner 


is given for 
the Kaminskis 


A farewell dinner party Saturday 
night honored Mr. and Mrs. Robert 
Kaminski of 1116 North Gardenia. 
Opening their home for the social 
occasion 
were 
Mr. 
and 
Mrs. 
Thoman Russell, 4190 Sirius Ave., 
Vandenberg Village. Attending were 
friends from Lompoc and Oxnard. A 
group gift was presented to the 
couple. 
The Kaminskis and their sons 
John 
and Glen are returning to 
Seattle, Wash, after 3V2 years in 
Lompoc. He is an engineer with 
Boeing. 
During 
their stay, 
the 
couple has been active with youth of 
the community. She has been 
a 
Confraternity of Christian Doctrine 
teacher for La Purisima Catholic 
Church. At Fillmore School she has 
served two years on the Parent- 
Teacher 
Association 
board 
and 
given many volunteer hours as a 
classroom helper. Her husband has 
helped with Little League baseball. 
He is on the board of Boy Scouts 
Association and a leader for ^ 
Webelos group 


ALPHA CLUB check for $200 was a gift donation this 
week to Lompoc Chapter of the American Red Cross for 
its emergency disaster fund. Making the presentation to 
Mrs. 
John 
Michael, 
chairman 
of 
the 
board 
ot 
administrators, pictured right, is Mrs. Hobart Rouzee, 
Alpha Club treasurer. 


American Red Cross appeals 
for emergency donations 


Due to unprecedented demands on 
its disaster funds, the American 
Red Cross is appealing for special 
contributions to enable continuation 
of its emergency assistance. 
When disaster strikes. Red Cross 
workers are on the job providing 
temporary housing, food, clothing, 
medical assistance and nursing, all 
outright 
gifts. 
Hundreds 
of 
thousands of persons have been 
victims of tornados and floods in 22 
central and southern states since 
early March. In the three states of 
Illinois, Iowa and Missouri alone, 
the Red Cross has helped, 8,000 
families and provided food for 34,000 
people. 
Flooding along the shores of Lake 
Erie has been devastating. From 
Iowa to Louisiana, the Mississippi 
river has forced thousands to flee 
their homes. The water is now 
receding gradually but the Red 
Cross continues to feed the levee 
workers and assist in the gigantic 
task of clean-up. 
Tornado 
and 
flood 
relief 
o p e r a t i o n s 
ha ve 
r e q u i r e d 
expenditures by the national Red 
Cross of over $2 million since mid- 
March and $28 million since last 
July 1. 
The nation’s 3,190 Red Cross 


chapters are working on a quota 
system 
to 
raise disaster relief 
funds. Lompoc District, a member 
of 
the 
Santa 
Barbara 
County 
Chapter, is striving to meet its goal 
of $1,020. Lompoc Alpha Club has 
responded with a generous donation 
of $200. 
Contributions for this emergency 
fund may be mailed to the American 
Red Cross, Lompoc District Office, 
521 East Ocean Ave., or to any Red 
Cross chapter office. Checks should 
be marked “Disaster Relief Fund ” 


Job’s Daughters elect 
officers for new term 


Miss Mary Mason, duaghter of 
Mr. and Mrs. Morey Mason, La 
Purisima Mission, is the honored 
que e n - e l e c t 
of 
Bethel 
349 
International 
Order 
of 
Job’s 
Daughters Also elected are: Debbie 
White, 
senior 
princess; 
Jackie 
Baker, 
junior 
princess; 
Jeanne 
Hobart, 
guide; 
Barbara 
Allen, 
marshall. 
Officer 
installation 
is 
slated for Saturday, June 2 in 
Lompoc Masonic Temple. 
The new honored queen 
is a 
junior-senior 
at 
Lompoc 
High 
School, completing requirements in 
three years. She will be graduated 
next month and plans to attend Allan 
Hancock College in the fall She has 
been on the high school honor roll, 
girls track team, is a student aide in 
the science department and holds 
C.S.F. 
life membership 
She 
is 
wardrobe aide and member of the 
iKunpor concert band. Her hobbies 
center around animals and she was 
a longtime member of 4-H Clubs 
In other business at the election 
meeting, 
plans 
were 
made 
for 
operating a Flower Festival booth 
as a major iund-raising event of the 
year 
Reports were made on the 
organization’s Mothers Day tea and 
its participation 
h i Veterans Day 
poppy sales 
Plans were made lor members 
and chaperones to accompany Miss 
Linda 
Champion, 
past 
honored 
queen 
and 
Gran d 
B e t h e l 
representative to British Columbia, 


to Grand Bethel June 22-24 in Long 
Beach. 
Designating the soc ial program as 
“ Honored 
q u e e n ’s 
n i g h t , ’’ 
refreshments were served at tables 
decorated with pink circle carrying 
pieces of the retiring queen s term 
Commemorating the occasion was a 
slide show “This is Your Life, Kim 
Gampper.” 
Out 
of 
town 
guests 
included 
Eleanor 
White, 
deputy 
grand 
guardian; Virginia Land and Miss 
Mary Land, past honored queen, all 
of Santa Maria Bethel 339 


Betty Laurent — Editor 


Stephanie Bowser 


is shower honoree 


Honoring Miss Stephanie Bowser 
was the surprise bridal shower 
given last week in the home of Miss 
Barbara Stinnett, 3885 Via Isla Co­ 
hostess was Miss Beatrice Ball, who 
directed the games. Party prizes 
were won by Mrs. Gordon Loose and 
Miss Debbie Bowser, sister of the 
bride-to-be 


Miss 
Bowser will 
wed Larry 
Hildenbrand Saturday, June 9 
Blue and white streamers and 
wedding bells decorated the family 
party 
room 
A miniature bride 
figurine centered the refreshment 
table Mrs. Howard Ball made the 
tasty cream puffs for the occasion 
Reading an original poem she had 
written especially tor the bride was 
Mrs Floyd Stinnett 


Party guests included the Misses 
Shirley 
Deprater, 
Roxanne 
Rockvam. Kathy House. Nedra Day. 
Esther Harris, Sheree Eck. Julie 
Marquez, Sylvia anil Tina Clement. 
Diane 
Shaner. 
ttie 
Mines 
Ron 
Rocha. Gordon Loose, Paul Olson. 
Robert 
Heath. Taylor Petersen. 
Robert Parson. Bill Powers. Harold 
Cutting, Reynolds Bond 
Howard 
Reshoft. ('lei Lightner, Vic Morgan. 
Joseph Clement, and the bride s 
mother and sister, Mis Charles 
Bowser and Debbie 
Unable to attend but sending gifts 
were the Mines Barry Bowser, Stan 
Sessions. Ben Coleman. Cal Cannon 
and Frank Lopez, 


Mary Mason 


Honored queen 
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Personal finance 


Avoid a pool deal soaking 
Your birthday by Stella 


The bargains in backyard 
swimming pools soon will be 
blossoming in the ads 
and 
along with the flowers that 
bloom in the spring, tru la, 
we can count on an excellent 
crop of pool promoters. 
They 
will 
provide thou­ 
sands of families with a type 
of soaking that was not quite 
what the buyer thought the 
contract called for. 
Backyard pools have be­ 
come big business—so big 
that there’s a multimilUon- 
dollar take in it just for the 
fly-by-night 
promoters and 
their 
hit-and-run 
salesmen 
who fan out across the coun­ 
try every summer, accord­ 
ing to the National Swim­ 
ming Pool Institute. 
The institute, representing 
major 
manufacturers 
and 
dealers, last year reported 
a flood of complaints from 
the victims of the gyp a rt­ 
ists. “ Bargain” pools leaked, 
rusted out, sagged, cracked 
and, in several instances, 
collapsed in a strong wind. 


F i l t e r s and p u m p s 
wouldn’t work, the service 
p r o m i s e d by warranties 
didn’t materialize, and w ar­ 
ranties and guarantees them ­ 
selves proved worthless. 
Pool promoters are now 
operating in all sections of 
the country, 
the 
institute 
warns, and offers this advice 
to prospective purchasers: 
Dealing with a reputable 
company is the only way to 
insure that somebody will 
stand behind promises and 
guarantees. Check the com ­ 
pany out with a Better Busi­ 
ness Bureau or Chamber of 


Commerce. 
And 
when 
a 
salesman tells you he’s sell­ 
ing the product of a com ­ 
pany you know to be repu­ 
table, check his credentials 
with the company. 
Be doubly 
suspicious of 
special deals, today-only dis­ 
counts and other types of 
buyer bait that promoters 
typically use. 


GLUE IT Y O URSELF 
You don't have to be a 
master carver to make some 
of your own jewelry. Tiny 
pieces of plywood are easily 
cut and glued together into 
butterflys or abstracts. For 
a final touch, you can color 
the wood, cover it with m a­ 
terial, or keep it natural and 
glue colorful beads onto it. 


BUTTON, BUTTON 


C h a n g e a plain white 
blouse into a real eye-catch­ 
er by removing the white 
buttons and adding bright 
red or black for contrast, or 
use several different colors. 


ELEGA N T T O P P E R S 
If pants or jeans are more 
in line with your life style 
than couture fashions, try 
adding the touch of elegance 
with tops. Floral silks or 
jerseys make beautiful tai­ 
lored 
shirts 
that 
can 
be 
teamed with anything. 


W EEDING WARDROBES 


Before putting away win­ 
ter clothes, weed out the 
ones you never wear but 
keep from season to season. 
Check out the styles that you 
feel look best on you and add 
to your w arm weather w ard­ 
robe by 
following 
t h o s e 
styles. 


BLOUSES FOR CHARM 


W h i t e blouses, ruffled, 
frilled and lacy, bring back 
a sexy, feminine charm to 
the fashion scene. The look 
is airy, with cotton eyelet a 
favorite, and v e r s a t i l e 
enough for day or evening. 


Before signing 
anything, 
make sure you read it care­ 
fully and understand it. Take 
a salesm an’s word that “ this 
is just to get an estim ate,” 
and you may find you’ve 
bought 
this 
week's 
leaky 
special. 
Any contract you sign, the 
institute advises, should spe­ 
cify in full detail all mate­ 
rials 
down to weights and 
colors -complete 
costs 
in­ 
cluding optional extras and 
finance charges, who is go­ 
ing to install and who pays 
for the installation. 
Unless there are a couple 
of strong backs in the fam­ 
ily, and a modicum of en­ 
gineering 
expertise, 
avoid 
do-it-yourself 
bargains 
on 
any size pool above a wader. 
I n s t a l l i n g any pool big 
enough to swim in involves a 
good deal of manual labor. 


Accurate leveling of the 
site for the pool is a must to 
avoid a water-running-down­ 
hill effect, and spreading a 
bed of sand for the pool is 
often 
highly 
advisable, 
if 
not a necessity. 
Getting the vinyl liner to 
fit properly, on larger pools, 
is a job for the deft hand of 
experience. Pumps, 
valves 
and filters — sometimes a 
challenge to the am ateur — 
have to work properly or you 
can 
develop 
serious 
pool 
problems. 


Finally, 
any 
prospective 
buyer of a pool should inform 
himself thoroughly on oper­ 
ating costs, and problems, 
before taking the leap. Many 
owners have discovered that 
the initial cost was only the 
beginning of a long string of 
costs. 


Chemicals must be added 
at regular intervals to keep 
down 
bacteria 
and 
algae, 
and to control acid balance. 


Find out what 
a season’s 
supply will cost for the size 
pool you’re contemplating 


Most pools have to be vac 
uumed at least once a week. 


Many communities require 
pools of a certain size and 
over to be fenced, for safety. 
That can add around $200 to 
installation costs. You may 
decide you just can’t live 
without lights 
for evening 
dips 
another s i z a b l e ex ­ 
pense. 
The water itself is seldom 
free, 
and 
in 
communities 
with high m eter rates its 
cost can be good for a stiff 
jolt to the pocketbook, since 
even a smaller pool will run 
10,000 g a l l o n s of w ater 
through the meter. 


One 
pool 
o w n e r 
dis­ 
covered, on receiving a w a­ 
ter bill that a fill-up had cost 
him $74. He spent an entire 
anguished sum m er in terror 
of developing pool problems 
that would require draining 
and refilling. 


(NEWSPAPER ENTERPRISE ASSN ) 


THURSDAY, MAY 24 
Born 
today, 
you 
are 
a 
p e rso n 
of 
tre m e n d o u s 
am bitio n 
who 
linds 
it 
difficult to see other people 
move ahead of you into the 
w inners’ circle. You have no 
objection to sharing plaudits 
with others, however; your 
only objection is to being 
left out altogether when the 
accolades are being handed 
out. You relize that there 
can be only one “ top spot” 
in any given enterprise and 
such 
a 
realization 
does 
much to take away the sting 
of com ing 
in 
second or 
third. It is only being an 
“ also r a n ” that you find 
absolutely intolerable. 
You a re not a person to 
keep secrets 
your own or 
those of other people 
and 
you would just as soon not 
be considered as anyone’s 
confidante 
or 
confessor. 
You 
a re 
a 
frank, 
open, 
straightforw ard 
individual 
who m ak es no effort to hide 
what he thinks. You feel 
that life is too complicated 


" M y new accounting system is a success — w e still 
don't have any money, but now I can pinpoint w hich 
drain it's going down!" 


on its own without being 
m ade even m ore complex 
by anything that sm acks of 
“ cloak and d ag g er” 
attitudes or activities. What 
others see of you and what 
they hear from you is no 
m o re arid no less than what 
there is. 
Although you enjoy your 
family immensely, you are 
not one to allow 
family 
affairs to com e between you 
and your c a re e r plans. You 
will 
do 
your 
utm ost 
to 
provide for loved ones, to 
See them happy, healthy, 
and so on. 
But you are 
i n c l i n e d 
to 
r e a c t 
unfavorably to those family 
em ergencies which 
would 
take you aw ay from the 
general direction of 
your 
work 
at least until one of 
those em ergencies m akes 
you change your m ind! 


Friday, May 25 
GEMINI 
(May 
21-June 
20i 
Efficiency 
is 
as 
im portant as talent today. 
No m atter w hat your ability 
rating, without productivity 
you can say goodbye to any 
real gain. 
CANCER 
(June 21-July 
22) — Seek absolute control 
over your own situation on 
thehome 
front. 
Keep 
in 
practice when it com es to 
giving ex act directions to 
the young. 
LEO (July 23-Aug. 22) — 
The heights you aspire to 
this morning may have sunk 
to lower levels by afternoon. 
D on’t rely on another to do 
your work for you — even if 
h e ’s willing. 
VIRGO (Aug. 23-Sept. 22) 
— A profitable day for the 
Virgo 
who 
is 
able 
to 
interpret 
signs of 
recent 
gain. Otherwise, you m ay 
m iss an opportunity for wise 
speculation. 


LIBRA (Sept. 23O c t. 22) 
Your impulse to speak 
your 
piece 
im m ediately 
m ay cause you difficulty 
this 
morning. 
Allow 
children the tim e they need 
to adjust to a new situation 


SCORPIO (Oct 
23-Nov. 
211 
G et 
plenty 
of 
exercise, both m ental and 
physical today 
These are 
days when you need to be at 
the 
peak 
of 
your 
perform ance 
SAGITTARIUS (Nov 22- 
Dee. 
21) 
A domestic 
crisis this morning many 
cause you to speak out of 
turn. 
Young 
people 
are 
especially 
vulnerable 
in 
afternoon, so restrain any 
harsh words. 
CAPRICORN 
(Dec 
22- 
Jan. 
19) 
A fortunate 
morning 
for 
Capricorn. 
Take care, however, that 
you d on’t depend too heavily 
upon what you call “ luck ’ 
Hard work will take you 
farther. 
AQUARIUS (Jan 20-Feb. 
18) — You’ll need a plentiful 
supply 
of 
patience 
this 
morning if you are to be 
able to rem ain friends with 
one whose interests differ 
from yours. 
PISCES (Feb. 
19-March 
20» — Choose your morning 
activities from am ong those 
calculated 
to 
take 
you 


farthest along the career 
trail. Personal m atters may 
have to go by the board 
ARIES 
(M arch 21 -April 
19i — Find a quiet m om ent 
and then use it to com e to an 
a g r e e a b l e 
s t a t e 
of 


Z(H) Y 
By MARV MYERS 


com prom ise with one who 
has been standing pat for ne 
real reason. 
TAURUS (April 20-May 
20) — Cultivate calmness 
during prenoon hours. You 
must 
m ake 
a 
cool 
and 
collected appearance if you 
would be able to impress 
another as you would like to. 


CARPET SPECIAL! 


f. I 


YDS. 


M№. daJipzttnM 


C A R P E T 3 ROOMS 


FOR ONE LOW-LOW PR IC E 


based on 40 sq. yd. average 


KITCHEN CA RPET 


Patterned or Tweed 100% nylon no-stain yarns 


on heavy foam back. Ideal for kitchens, fam ily 


rooms or any high traffic area. Cleans like a 


breeze, and wears like iron. 


Price includes carpet 
and labor to 
completely install 
40 sq. yds. Plus tax 


SCU LPTU RED NYLON 


100% ''Dupont 501" Hi-Low Nylon Carpet with 


double iute back in all the wanted colors. F H A 


quality means easy cleaning and longer wear. 


*REE 


j t f H 
t 
7 
EAR PIERi 


Jorgensen's 
patented 
ear piercer does 
it 
instantly, 
painlessly, 
in just a few minutes. 
We have rendered this 
professional service to 
many women of all 
ages. Call or come In 
today. No appointment 
needed. 
With tarring purchast 
•« S M S or mart 


^ j o r 


Ri 
6-9458 
IO M PO C 
SHOPPING CENTER 


M U S. »roadway 
Santa Marla 


Prico includts carpet, 
pad and labor to 
completely install 
40 sq. yds. Plus tax 


G U A R A N T E E D Q U A L IT Y 
G U A R A N T E E D I N S T A L L A T IO N S 
Л//?. dwipebruui 


127 N. " V " St. - Lompoc 
★ R E. 6-2588 ★ 


è / 


TO SEE C A R PET 


SA M P L K SIN 


TOUR HOME 
I 
PHONE 
TODAY 
R E . 
6-2588 


O P EN M O N -TU E 
WED-THUR & SAT 
TIL 6 
F R I TIL 8 
N E V E R ON SUNDAY 


B E H IN D THE 
PIZZA PALACE IN 
IN D E P EN D E N C E SQUARE 


We'll send a docorator carpo! 
consultant 
with 
a 
nlco 
satacttan af carpet samples 
Ha'll five yeti tra# adv к e and 
cast estimates. Ne eMt§etten. 
at course. 


/ 
/ 
' 
. 
N 


5, . i ' v 
..I > 
. ' t i l * 
\ 
fê y 1,1 , , 


"Another 
sym bol 
of 
us 
Scorpios is the eagle: the 
bald one on our m oney!" 


RENT 
A PIANO 
^ 
Sw*io°% 


PER M O 


Rent may be applied 
to purchase. 
Baldwin Music 
427 No. 'H' St. 
Lompoc— RE. 5-2121 


f r 
e e o r g a n 
Class Lessons F or E v e r y o n e 


E v e r y 
T h u r s 7 : 30- 9 j(j 


LA CUMBRE PLAZA 
Hope Ave. Sid« Opposite Seers 
Santa Barbara 
687-18 M 


Sale Price 


TEVIS TOGS FAMOUS 28" MEN'S JACKET 
$4890 


Split Cowhide. Snap Closing. Breast pockets 


with flaps. Western yoke in back. Contrast 


stitching. Rayon lined. 
Sizes 36 to 46. 


-Save-Save-Save-Save-Save-Sav»1 
VANDENBERG 
VILLAGE 
SHOPPING CENTER 
SPECIALS 
W 


COUPON 
VILLAGE 
PUMP ROOM 
RE. 3-4242 
75* OFF 
with purchase of any largo 
pizza. 


Coupon good May 24 thru June 
23. 


POLONI'S 
LIQUOR STORE 


RE. 3-2113 
M IL L E R 
H IG H L IF E 


12-0z. BtIs. or Cans 


E R N I E 'S A R C O 


3813 Constellation 
RE. 3-3312 


We Specialize 


In Complete 


Brake Jobs 


See Us Today! 


S A F E W A Y 


Vandtnberg Village Only 


Party Pride 


POTATO 
CHIPS 


10-oz B ag 
54 


Village 
Barber Shop 


(Bthind Safeway) 


RAZOR CUTS 
HAIR STYLING 


Tuesday thru Friday 
9 a m to6p.m. 
Saturday 
8a.m to5p.m. 
Union Shop 


Elegant 


Hair Fashions 


3165-E Constellation 


RE 3 4343 


Simplicity and 


Eleganco in Styling 


Vandenberg Van 


& Storage, Inc. 


D A Y S -R E . 3-3533 


N IT E S -R E 3-2027 


B E K IN S A G E N T 


Local, Long Dittane« 
A International Movers 
Completa Storago Facilities 


12 
PAK 
$ 2 * 9 


C O U PO N 


Village Gift 
Shoppe 


RE. 3-2659 


ART SUPPLIES 
10% Discount 


On $2.08 or Mara Purchatas 


Coupon good thru Juno IS, 
1973. 


V I L L A G E 
F A S H IO N S 


3734-K Constellation 
RE. 3-3246 


E x c l u s i v e l y 
at 
our 
boutique— Just 
received— Now in stock. 


H A Y M A K E R 
SPO RTSW EA R 


B of A — Master Charge 
Free Gift Wrap 


Security Pacific 
National Bank 


Kirk V. Edwards 
Manager 


Village Realty 


3865 Constellation 


R E 3-3555 


Village Coin-Op 


Drycleaners 


R E 3-3654 


Operator on Duty 


Clothing 


8-lbs.-S2.75 


ROHRBAUGH 
& CO. 


RE. 3-3551 


3465 Constellation 


Investment Securities 


Im m ediate 
quotations 
on 
stocks, 
bonds and 
mutual 
funds 


Village House 
of Beauty 


RE. 3-3031 
We Feature 
R E D K E N 
SC IEN T IFIC APPROACH 
TO HAIR D RESSIN G 
Make appt. early with our 
professional operators— Ida, 
Betty, Peggy, Linda, Carol or 
Bev. 


Oaks Barber 
Shop 
3445-C Constellation 
RE. 3-2644 


Appointments 


M en's & Women's 
T O U P E E S 
AND WIGS 
Sales, Cleaning, 
Style and Service 
Our Specialty! 
''M ost Experienced Shop 
In the Area" 


S A F E W A Y 


Vandenberg Village Only 


CRAGMONT 


BEVERAGES 


Qt. Return Btls 


7 for *]00 


Plus Deposit 


Village 
Laundromat 


Soft Water Wash for 
Soft, Fresh Clothes 


John F. Giles 


Custom Homes 


RE 3-3541 


G E I C O 


RE. 3-3591 


Gevernmenf Employees 


Insurance Company 


is 
now 
located 
at 
3175 
Constellation 
Rd 
G EIC O 
o f f er s 
i n s u r a n c e 
and 
financing for cars homes, 
mobile homes 
etc. GEICO 
has over 3500 adiustors in 50 
states to serve you 


Village Paint 
& Hardware 


RE. 3-1314 


3734-G Constellation 


VISIT OUR 


NEW EN LA R G ED 


G IFT SHOP 


T h u r s d a y , M a y 24, 1973 - L O M P O C R E C O R D (L o m p o c , Calif.) - 7 


Slater wants suspension 


of action on Goleta projects 


Third District Supervisor 
James M. Slater of Goleta 
Valley, told the Board of 
Supervisors this week 
he 
intends to put before the 
board a proposed ordinance 
calling for a suspension of 
county 
act i ons 
on 
rezonings, subdivisions and 
general 
plan' changes in 
Goleta 
County 
Water 


District 
Slater said his proposal, 
timed to go bet ore the board 
June 11. was a response on 
his part to the recent water 
election in Goleta Valley in 
which 
voters 
balloted 
heavily in favor of keeping 
the 
ban 
on 
new 
water 
c o n n e c t i o n s . 
w a t e r 
rationing 
and 
against 


overdraft 
of the 
ground 
water 
basin, 
due 
to 
impending water shortages. 
The 
county 
counsel’s 
office was asked to prepare 
the 
draft 
of 
such 
an 
ordinance. 
S l a t e r 
ma d e 
his 
announcement in showing 
reluctance to approve a 
Planni ng 
Commi ssi on 


recommendation favoring a 
48-unit 
c o nd o mi ni u m 
project by EEB, Inc. at the 
south end of Coronado Dr., 
Goleta Valley. The public 
hearing 
on 
the 
13-acre 
development was continued 
by the board to June 11 also 
Attorney 
Philip 
Marking 
speaking on behalf of EEB, 
Inc. said 
the developers 
were willing to “ stand in 
line” to get water when 
available, and termed the 
project a “ model one” from 
th e 
e n v i r o n m e n t a l 
standpoint. 


In 
other 
actions, 
the 


board: 
Approved suggestions 
from Supervisor Frank J 
Frost and the League of 
Women Voters to have the 
Air 
Pollution 
Control 
District Board ask the news 
media to report air pollution 
data on a regular basis It 
was shown that air pollution 
is becoming more and more 
of a problem in the Santa 
Ba r b a r a 
a r e a 
where 
continued 
heavy 
buildup 
continues along the coastal 
stretch. 
— Approved submission 
of applications for $27,407 


State Air Resources Board 
grant to fund positions of air 
pollution engineer and air 
p o l l u t i o n 
i n s p e c t o r - 
technician at Santa Maria to 
cover north county areas. 
Air 
Pollution 
Control 
Engineer Cliff Seymour told 
the board that the inspector 
position 
is 
currently 
financed 
out 
of 
Public 
Employment 
Pr ogr am 
funds, 
with 
the 
PEP 
program in its last year of 
operation 
Supplies and equipment 
would be funded along with 
the 
two 
positions, 
said 


Seymour, who also revealed 
that air pollution problems 
in Santa Maria Valley can 
become 
worse 
without 
adequate staff to cover that 
area as well as Lompoc 
Valley, and Cuyama Valley 


Supervisor Curtis Tunnell, 
of Santa Maria, said he 
knew of no air pollution 
problems in his area, and 
while 
agreeing 
to 
vote 
reluctantly for the grant 
application, 
said 
he felt 


“ this is a kind of m a ke-work 
deal.” 


E X T E N D E D 
H O U R S : 
Open Evenings 
Till 7:00P.M. 
For Your 
Convenience 
Mon. ft Frl. 'til I P.M. 
Sunday, 12-S P.M. 


1040 NORTH H ST. 


C L A S S IF IE D ADS 
G ET R ESU LT S 
C A LL RE 6-2313 


THANK YOU LOMPOC! 


In April Beattie Motors had the biggest 
new car month in their 25 years in Lompoc. 
We took so many used cars in trade on the 
great new Ford cars and trucks that our 
used car lot is full and spilling over on the 
back lot. We need room, so out they go! 


Buy now and save! 


Get the usual Beattie Top Quality Car. Get 
the usual Beattie Warranty. Get the usual 
Beattie flexible financing. Get the usual 
Beattie fine service after the sale. 


‘72 FORD COUNTRY SQ U IRE 
L ¡const 135DUC 


'70 M E R C U R Y COLONY PARK WAGON 
Eng. No. 0Z76YS71227 


'71 DODGE CH A LLE N G ER 
Serial No. JH23GIB197047 


'68 DODGE MONACO 4-DOOR HARDTOP 
Serial No. D H43G8D309807 


'70 FORD LTD COUPE 
License 034AYR 


REG U LA R 
P R IC E 


$4295.00 


$3495.00 


$2995.00 


$1595.00 


$2795.00 


S A L E 
P R I C E 
$3800 


$3000 


$2700 


$1300 
$2400 


'70 FORD Galaxie 500 Cpe. 
Lie. 841 B JM -R eg. $2495 


'69 BUICK LeSabre 4-Dr. 
Lie. YEF812-Reg. $1995 


'70 PLYM OUTH FU RY III Cpe. 
Ser. PM29LOD125474— Reg. $2395 


'70 TOYOTA Corona M k II Wgn. 
Lic. 470BHY— Reg. $2395 


'69 FORD Cobra Jet 
Lie. 420BMY-Reg. $1595 


'70 PONTIAC Firebird Esprit 
Lie. 897FUZ-Reg. $2895 


LIST P R IC E $9995.00 


SA LE— $8200 


Extra Special 
I 


'73 CALYPSO It-FOOT MOTOR 
H O M E. 
Com part 
this 
price 
anywhere. 
S t r i a i 
No. 
M39CG350045H. 


/ S 
Extra Special 
1 


'73 CALYPSO 25 FOOT MOTOR 
HOME 
— Ready 
for 
that 
long 
summor 
vacation 
trip. 
Sorial 
M39CM2SQ10743. 


LIST PRICE $12,995.00 


$2200 


$1600 


$2100 


$2000 


$1400 
$2600 


'71 F O R D LTD Coupe 
License 897FUZ— Reg. $2895 


'71 M E R C U R Y Cougar XR7 
Serial 1F93H559654 


'71 DATSUN 1 
License 820DK c o l d 
J W 
95 


'69 CH E V. 8-Pass. Wagon 
License YBH060 


'71 FO RD Country Squire 
License 364CLB— Reg. $3795 


'70 DATSUN PIC K U P AND C A M P E R 
License 800ADK 


'69 IN TERN A TIO N A L AND C A M P E R 
License 136EIR 


$2400 


$3400 


$1500 


$1700 


$3400 


$2395.00 


$2895.00 


"71 FO RD Galaxie 500 Cpe. 
Serial 1J58S119811— Reg. $2895 


'72 DO DGE Dart Swinger 
License 731EIO— Reg. $2995 


'67 CHRYSLE c л 
License V D Y i b u 


'72 FORD Gai - л 
License 606E I Э ® 


\ d 


\ d 


95 


'72 FORD Mustang Cpe. 
License 816EXS— Reg. $3395 


'72 FORD LTD 4-Door 
Serial 2J63S153197— Reg. $3795 


$2400 
$2500 


$1000 


$2900 
$2900 


$3500 


$2000 


$2400 
MANY MORE TO 
CHOOSE FROM 


Our New Car Department is out to set records again in 
May. Check these Dollar Savings Values Now! 


'73 FORD CO UNTRY , с A I d 
Serial No. 3J74S193631 ^ w 


STICKER 
P R IC E 


$5191.38 


S A L E 
P R I C E 
$4300 


'73 FORD LTD 4-DR. HARDTOP 
Serial No. 3J63S128699 
$5151.96 
$4200 


'73 FORD M A V E R IC K 2-DOOR 
Serial No. 3K91L146145 
$3187.03 
$3000 


'73 FORD TORINO SQ U IRE 
Serial No. 3A43S191920 
$5203.99 
$4500 


'73 FORD G A L A X IE 5004-DOOR HARDTOP 
Serial No. 3JS4H140478 
$4838.48 
$4000 


'73 FORD R A N C H ERO GT 
Serial No. 3A48S207243 
$4830.23 
$4300 


'73 ECO NOLINE CARGO VAN 
Serial No. E 14AHR08780 
$3995.00 
$3400 


'73 ECONOLINE H APPY WAGON 
A super deluxe one. Ser. E14GHR 20052 
$5195.00 
$4700 


'73 FORD F -250 Va ТОН PICKU P 
Serial No. F25HRQ88194 
$5133.33 
$4300 


Prices Good Through Saturday, May 26th 
BEATTIE MOTORS 


"The Low Overhead Address— Where Service Comes First' 


O PEN EV EN IN G S T ILL 8:00 P.M. 


Extra Special 
! 


71 FORD LTD CPE. 400 V-l, CrulM- 
o-matic, power steering a brakes, 
vinyl top, AC, many other extras. 
Carefully driven by our business 
manager. Str. 2J42S137544.. 


LIST P R IC E $5024.45 


, 
SA LE— $3800 
1 


Extra Special 


'73 TIOGA HVi FOOT COMPACT 
MOTOR 
HOME An 
outstanding 
di s count ed 
val ue 
Seri al 
§31 OF 32007941. 


LIST PR IC E S0995 00 


SALE 
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Beware of Eagles bearing big bats 


BY SCOTT OSTLER 
Warning; 
reading 
a 
scouting 
report on the El Segundo Eagles 
baseball team could be hazardous to 
the peace of mind of the Cabrillo 
Conqs. 


So if any of you guys from the Hill 
team are reading, put this page 


down 
and 
get 
back 
to 
your 
homework. 
El Segundo is the club that'will be 
in town tomorrow to play Cabrillo in 
the third round, or quarter!inals, of 
the CIF 3-A playoffs. The game will 
start at 3:30. Admission is $1 tor 
adults, 50 cents for students. 
The Eagles (27-51 are the top 
Playoff pairings 


AAA 
Upper bracket: El Segundo at Cabrillo, Los 
Altos vs Claremont 
Lower bracket 
Kennedy at Edgewood, 
Neff at Santa Maria 


AAAA 
Upper 
bracket: 
Millikin 
vs 
Bosco, 
Hueneme vs Los Altos 
Lower bracket 
Lakewood vs Arcadia. 
Villa Park vs Santa Monica 


LO M P O C ^R E V O R D 


Sports News 


Scott Ostler — Sports Editor 


Reds down Astros 4-3; 
Andy's walks cost LA 


United Press International 
Jack 
Billingham 
and 
the 
Cincinnati Reds were just one out 
away from a 3-1 victory over the 
Houston Astros Wednesday night, 
when Jesus Alou doubled and pinch- 
hitter Tommie Agee tripled to cut 
the deficit to 3-2. Sparky Anderson, 
the 
Cincinnati 
manager, 
left 
Billingham in to try to get the win 
but Roger Metzger then slammed 
another triple to tie the game, 3-3. 
After three extra base hits in a 
row, Anderson figured he couldn’t 
take any more chances and he 
waved in Tom Hall to face Bob 
Gallagher. Hall struck him out and 
got credit for his fourth victory 
when Dave Concepcion singled in 
the winning run in the last of the 
ninth for a 4-3 triumph. 
Billingham was deprived of his 
eighth victory but after three extra 
base hits in a row, he had no 
complaints about being lifted. 
Concepcion, 
who 
had 
trouble 
keeping his average over .200 the 
past two seasons hut is hitting 299 
this 
year, 
collected 
his game- 
winning single after Johnny Bench 
opened the ninth with a single and 
moved to second on a sacrifice. 
Denis Menke homered in the third 
for the Reds and Joe Morgan 


manufactured a run in the fourth 
when he walked, stole second, went 
to third on sacrifice and scored on a 
wild pitch. Pete Rose’s bunt single 
scored the third run in the fifth. 
In other NL games, Chicago 
downed Montreal, 4-2 in 10 innings 
and San Diego beat Los Angeles, 4-3, 
The 
St. 
Louis 
at 
New 
York, 
Pittsburgh at Philadelphia and San 
Francisco at Atlanta games were 
rained out. 


Chicago pushed across two runs in 
the 10th on one hit to beat Montreal 
by taking advantare of the wildness 
of Tom Walker, who walked the first 
two batters and then missed Jose 
Cardenal’s bunt to load the bases. 
Ken Rudolph singled in the tie- 
breaking run and Don Kessinger 
followed with a sacrifice fly. Bill 
Bonham worked three innings of 
two-hit relief to gain the victory. 


Fred 
Kendall 
singled 
in 
the 
deciding run in the eighth inning to 
give San Diego the victory over Los 
Angeles. The hit came off Jim 
Brew er 
after 
starter 
Andy 
Messersmith walked Johnny Grubb 
and Nate Colbert. The Dodgers had 
tied the score on seventh-inning 
homers by Willie Crawford and Bill 
Russell. 


G(K)l) PALS? Sure, off the track. But when Terry 
Williams (left) ana Curtis Beck hit the Citrus College 
oval for tomorrow's Masters' Meet two-mile, it will be 
survival of the fittest This shot was taken after Terry’s 
win at the CIF cross country championships at Mt Sac. 
Photo by Scott Ostler 


seeded team in the 3-A tourney, in 
which 24 of the original 32 teams 
have already hung up their unies for 
the year. The Eagles also have a 
grand old baseball tradition and a 
frightening set of stats. 


Cabrillo has been the underdog, 
stat-wise, in both of its playoff 
games, so the Conqs are obviously 
above being psyched out by batting 
averages. Nevertheless, you have to 
be impressed with the El Segundo 
lineup (32-game averages): 
Tom Soto, jr. shortstop, .379; Jeff 
Franklin, sr. first base, .419; Jeff 
Hancock, jr. catcher, .356; Matt 
Mullins, jr. third base, .333; Dave 
Long, sr. left field, .360; pitchers 
spot (either .353 or .326); Mark 
Padjen, sr. right field, .236, Mike O’ 
Dell, sr. second base, .081; Eric 
Tidwell, jr. center field, .243. 
The Cabrillo strategy is obvious — 


just pitch around the first six 
batters. 


Soto, 
Franklin, 
Hancock 
and 
Mullins were first-team all-Pioncer 
League 
picks. 
Franklin, 
in 
32 
games, has 43 hits, 12 doubles, 24 
R B I’s, and five homers. 
Now, high school baseball stats 
are often somewhat padded. But E l 
Seg coach John Stevenson is like 
E.F. Hutton — when he talks, people 
listen. Stevenson’s clubs have done 
well in the past five years, making it 
to the 3-A semifinals in 
’69, the 
finals in 70 (losing to Lompoc), the 
finals in '71 (beating Lompoc), and 
the semis last year. 
Stevenson admits this team is not 
as impressive as the ’71 club that 
whipped Lompoc for the title. But... 
“ I ’m very happy with this team,” 
says Stevenson. “ Nobody expected 
us to do much this year. Soto and 


Hancock were the only players we 
had back. The rest of the kids were 
up from a JV team that finished 
third last year We just sort of came 
out of the woodwork.” 
Part of the woodwork escape was 
due to the pitching Phil Briese and 
Neil Burnett are the two aces. One 
of these righthanders will start 
tomorrow. Briese’s overall stats are 
11-1, 1.75 ERA, 125 strikeouts in 91 
innings Burnett is 10-3, 1.26 ERA, 
struck out 86 in 82 innings. Among 
other pitches, Burnett throws a 
knuckle ball. 
The Eagle hitters have backed 
their pitchers with a 
296 team 
batting average and 24 homers in 32 
games. 
Cabrillo’s lone home run threat is 
Eddie Hall, who has taken a shine to 
the new aluminum bats that got the 
C IF’s OK at the start of the playoffs. 
“ Everyone 
is 
screaming 
for 


Adarondackialuminum) bats," says 
(ius 
Kmckrehm, 
noted 
Lompoc 
sports patron and sporting goods 
salesman. "But you just can't get 
any. So we got Hall a Wilson A-14 
aluminum bat You think he’d like to 
trade right now?” 
Hall has two homers and a double 
in six playoff at-bats. 
Despite their impressive stats, 
the El Seg’s have not had an easy 
time to date in the playoffs. They 
had to come from behind in the first 
game 
to 
beat 
bottom-seeded 
Miraleste 4-1, and had to score three 
runs in the seventh Tuesday to down 
Charter Oak 5-3. 


Briese, as senior, will most likely 
get 
the 
call 
tomorrow. 
Conq 
mastermind Dick Wilson will go 
with either Craig Winegarner or Bill 
Boyer, with the shape of Boyer’s 
arm the determing factor. 


^■ 4Ш 


T H EY ’R E BOTH SAFE. Cabrillo baserunners Gary 
Hargis (left) and Bucky Brockett (right) both score 
against Bishop Montgomery Tuesday, on a base hit by 
Kit Hubbard. Brockett, who spends more time in the dirt 


than Rhona Barrett, scored first but was knocked back 
into the play. Bishop catcher is Steve Roach. 
Photo by Dan Duffy 


White Sox dump Angels 5-3 
Killer keeps Twins in race 


United Press International 
Harmon 
Killebrew 
has 
been 
wielding a hot bat the last few days 
to raise an anemic batting average 
to a level of respectability. 
The “ Killer,” who owns the fourth 
highest home-run total in baseball 
history (543), rapped out two singles 
and a double against Kansas City 
Wednesday night, giving him six hits 
in the last 10 at bats, and with three 
RBIs paced the Minnesota Twins to 
an 8-6 victory over the Kansas City 
Royals. 
The triumph was the Twins’ third 
straight, ninth in their last 12 games 
and enabled them to remain only 31/* 
games 
behind 
the 
first-place 
Chicago White Sox. The Royals, who 
collected 16 hits but left 14 runners 
on base, had a chance to tie the 
game in the seventh but Cookie 
Rojas was thrown out at home 
trying to score from first on Amos 


Otis’ twoout single. 
Kansas City scored five runs in 
the third on singles by Fred Patek, 
Rojas and Otis, a walk to John 
Mayberry and Lou Piniella’s first 
bases-loaded home run of his major 
league career. 
Minnesota cut the margin to 5-3 in 
the fourth on Hisle’s 435-foot homer, 
his sixth, and a walk to Rod Carew 
and singles by Tony Oliva and 


Sports Sked 


TODAY: 
Girls swimming — 
Lompoc and 
Cabrillo 
at 
championship 
prelims, 
Foothill High. Tustm, 3pm 
TOMORROW 
Baseball — El Segundo at Cabrillo. 
3 30 pm (see story); Neff vs Santa 
Maria at Elk's Field. 4pm 
Track — Lompoc and Cabrillo runners 
at CIF Masters' Meet i see story I. 


Killebrew. 


In other 
AL action, 
Chicago 
dumped California, 5-3, New York 
edged Detroit, 6-5, Boston beat 
Milwaukee, 5-3, Oakland defeated 
Texas, 
8-6, 
and 
Cleveland 
at 
Baltimore was rained out. 


Carlos May’s three-run homer 
capped a four-run seventh inning 
that gave Chicago and reliever 
Terry Forster the victory over the 


Angels 
and 
Bill 
Singer. 
May 
homered after consecutive singles 


by Ken Henderson, Dick Allen and 
Bill Melton produced a run. 


Matty Alou doubled with two out 
in the ninth inning to score Gene 
Michael from second as the Yankees 
beat Detroit. Joe Coleman (8-3) 
gave up a single to Michael to open 
the ninth. Michael was bunted to 
second before Alou’s double 


Local track club 
hosts big meet 


A total of 454 athletes from 32 
junior high and elementary schools 
will be on hand Saturday at Huyck 
Stadium for the Lompoc Valley 
Invitational track meet, sponsored 
by the Lompoc Valley Track Club 
The meet heats begin at 10 a.m., 
with finals getting under way at 
1:30. 
The competition will be broken 
down into four divisions, one for 
boys (5th and 6th grade) and three 
for girls (3rd-4th, 5th-6th. 7th-8th). 
Schools 
from 
Lompoc. 
Santa 
Maria, Santa Barbara, Ventura, 
Santa Paula, and Santa Ynez have 
sent back entry 
sheets. Tunnell 
school of Santa Maria will send a 71- 
athlete contingent, while the biggest 
turnout from a Lompoc Valley 
school 
will 
be 
Crestview’s 
32 
runners. 
Three Lompoc Club members will 
compete 
in 
Sunday's 
Balboa 
Invitational in San Diego Shelly 
Hamer. Gay Daniels, and Kern 
Marshall, all eighth graders, will 
run in the 880 
Williams. Beck battle at Masters 


BY SCOTT OSTLER 
If you were setting out to arrange the top high school distance race 
in the country this year, you would probably send for Craig Virgin 
from Illinois, Curtis Beck from Santa Monica High, and Terry 
Williams from Lompoc. 
Well, Virgin won’t be on hand tomorrow night at the CIF, Southern 
Section Masters’ Meet at Citrus College in Azusa But Beck and 
Williams will most definitely be there, and their two-mile showdown 
promises to be the highlight of a star-studded meet. 
Besides Williams, five other Valley athletes will compete in the 
meet, which kicks off with the field events at 7 p.m. and the first 
running event at 7 :30 The two mile will be run at about 10 p in.; the 
mile at about 8 


As the name of the meet implies, there will tie no fringe performers 
In order to qualify, each athlete had to finish in the top four (field 
events, 880 mile, 2-mile) or three (all other events) at his respective 
divisional championship meet last week 
At the Masters' Meet, the top live finishers will receive individual 
medals and tht* top five varsity placers also qualify for the State High 
School Meet in Woodland, near Sacramento, on June 12. 
To show you what the two mile means to Williams and Beck, both 
runners have scratched from events they won last week 
Beck the 
880 and Terry the mile 
in order to be at full strength tor the big 
race. 
The Beck Williams rivalry is something like a high school version ol 
Jim Kyun-Kip Kieno 
In the 1971 cross country season Beck beat Williams in the Imals 
Then in the Southern Section track meet last year, Beck ran away 
from Williams and the rest of the field in a phenomenol 8 48 8 Terry 
ran a personal best 8:55 0 hut finished a frustrated second 


But the Lompoc ace got a measure of revenge in this season's CIF 
cross country finals at Mt Sac, where he outran second place Beck by 
a full 26 seconds. 
“ I ’ll never run behind him again if 1 can help it." vowed Beck alter 
that race. And he’ll get a chance to make good on that promise 
tomorrow night 
It’s no secret that Beck has more speed than Williams Therefore. 
Terry's strategy will be to set a fast early pace and wear Curtis down, 
neutralizing his kick. 
That means the pace will be quick Terry has a 8 59 9 best outdoors 
this year. Beck a 9:05 4 The only other prep under nine minutes this 
year is Virgin (8 46 6), 
“ So far this year.” says laimpoc coach Bob Caouette, "They've 
(Williams and Beck) run just hard enough to win I wouldn't he 
surprised to see them both under 8 50 tomorrow 
Another Lompoc star. Alvin Gilmore, figures to be in the thick of 
another dandy race, the mile His formidable competition will be 
Bellflower s Bob O'Brien and North Torrance's Barrie Williams Last 
week O’Brien clocked 4:08.8 and Gilmore 4 09 4. second and third to 
Terry Williams 4:08 4 Barrie Williams has a 4 10 2 this veai, but he s 
been as low as 4 :06 in his career 
The other Lompoc runners will be Tim Costa in the half mile and 
Roger Fabmg in the two-mile. According tot aouette, ( osta will most 
likely have to shave a lull second oil his personal best ol I •>.> 9 to 
make the State Meet 
Cabrillo High will be represented by varsity hurdler Roland 
Soloman and frosh soph 220 man David Taylor 
Soloman took a second in the 120 yard highs last week in 14 5, a hall 
second behind the winner, and finished fifth in the 180 yard lows 
Tavlnr took second last week III 22 5 
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Baseball 


Standings 


By United Press International 


NL 


Player, Jack back; Page sues mag 


Chicago 
New York 
Pittsburgh 
Montreal 
Philadelphia 
St 
Louis 


East 
w. 
24 
19 
lt> 
16 
15 
13 
West 
w. 
28 
25 
26 
24 
16 
16 


I. pct. gb. 
17 
585 
17 
528 24 
18 
471 44 
19 
457 5 
24 
385 8 
24 
351 9 


I. pct. gb. 
17 
622 - 
16 
610 1 
18 
591 14 
18 
.571 24 
23 
410 9 
27 
372 11 
Results 
York, ppd., 


San Francisco 
Cincinnati 
Houston 
Los Angeles 
Atlanta 
San Diego 
Wednesday's 
St 
Louis at New 
rain 
Pittsburgh at Phila, ppd 
rain 
San Fran at Atlanta, ppd , rain 
Chicago 4 Montreal 2, 10 inns 
Cincinnati 4 Houston 3 
San Diego 4 Los Angeles 3 
Today's Probable Pitchers 
(All Times ED Ti 
New York tSeaver 5-3 > at Los 
Angeles iJohn 3-2», 11 p m 
San Francisco »McDowell l-l• 
at Atlanta (Reed 2-4), 8 pm 
( Only games scheduled ) 
Friday’s Games 
Houston at Pittsburgh, night 
Atlanta at St Louis, night 
Chicago at Cincinnati, night 
New York at Los Ang. night 
Phila at San Diego, night 
Montreal at San Fran, night 


AL 


East 
w. 
1. pct. 
g b 
Detroit 
20 20 
500 
New York 
20 20 
500 — 
Milwaukee 
18 20 
474 
1 
Baltimore 
17 19 
472 
1 
Boston 
16 20 
444 
2 
Cleveland 
18 23 .439 
24 


West 
w. 
1. pct. 
gb. 
Chicago 
23 13 
639 — 
California 
21 
16 
568 
24 
Kansas City 
23 19 
548 
3 
Oakland 
23 19 
548 
3 
Minnesota 
20 17 
541 
34 
Texas 
12 25 
324 
114 


DOUBLE TROUBLE Saturday night at the Santa Maria 
Speedway (see artic le) includes cars like Clift Vose s 
Chevy (above), and a VW (below) entered in the foreign 
stocks competition. 
Photos bv RWAI 


Wednesday’s Results 
Oakland 8 Texas 6 
Minnesota 8 Kansas City 6 
Chicago 5 California 3 
New York 6 Detroit 5 
Boston 5 Milwaukee 3 
Cleve at Baltimore, ppd. rain 


Today’s Probable 
Pitchers 
(All Times EDT) 
California 
(Ryan 
6-3 > 
at 
Chicago (Wood 10-31, 2. 15 p.m. 
Milwaukee (Champion 0-2» at 
Boston (Lee 3-1», 1:30 pm. 
Kansas City 
(Drago 4-3* 
at 
Minnesota 
(Blyleven 
4-6), 
9 
p.m. 
New 
York 
»Medich 
3-2) 
at 
Detroit (Lolich 2-51, 8 p m. 
Cleveland 
(Wilcox 
3-0 
and 
Bosman 
2-6) 
at 
Baltimore 
iCuellar 1-5 and Alexander 4-01, 
2 . 5 30 p.m. 
‘Only games scheduled) 


Friday’s Games 
Kan City at Minnesota, night 
Cleveland at Chicago, night 
California at Milw, night 
Oakland at Detroit, night 
Texas at New York, night 
• Only games scheduled i 


Baseball 


leaders 


By toiled Press lateraattoaal 
Leading Batters 
National League 
g. ab r. b. pct. 
Lopes, 
LA 
31 
97 17 36 371 
Maddox, 
SF 33 122 15 43 
352 
Mota, LA 
27 
91 
11 32 352 
Cash. 
Pit 
26 112 20 39 348 
Kbnsn. Phil 
28 87 13 30 345 
Watsn. 
Hou 
44 154 33 53 344 
Fairly, 
Mtl 
32 93 13 32 344 
Mathws, SF 
37 111 15 38 342 
Santo, 
Chi 
38 
136 21 46 
338 
Grubb, 
SD 
35 116 79 
39 336 
American League 
g 
ab r. b. pct. 
Blmbrg, NY 
27 80 13 30 375 
Hart, 
NY 
23 
79 11 29 
367 
Kelly. 
Chi 
25 
92 19 32 
348 
Hoi tori, Det 
19 73 
11 25 342 
Krkptk 
KC 
33 122 25 41 336 
Suarez, 
Tex 
22 69 10 23 333 
D Allen. Chi 
36 129 25 42 
326 
Munsn, 
NY 
39 142 20 45 
317 
Fisk, 
Bos 
35 
126 17 40 
317 
Otis, KC 
42 173 31 54 
312 
Home Runs 
National 
League 
Aaron, 
Atl 
and 
Stai geli, 
Pitt 
12 
Evans, 
Atl U, Bench, Cm. Wynn, Hou 
and Bonds, SF 10 
American 
League 
Mayberry, 
KC 13 
May, Mil 10. O 
Allen, 
Chi 
and Duncan, Clev 9. 
six 
players tied with 8 
Runs Batted In 
National League: 
Bench, Cm 
15, 
Ferguson, 
LA 
33 
Spelar, 
SF 30 
Watson, Hou and Bonds, 
SF 29 
Americas League; 
May beri y, 
KC 
42; 
Jackson. 
Oak 
32, 
Mellon 
Chi 31 
Robinson, Cai 
and Marcar, NY 26 
Pitching 
National 
League 
Hilimgham 
Cm 7 1 
Bryant, SI* 6 3 
Heuss 
Hou 
and 
Downing 
LA 
5 1 
Gullett, Cm, Koosman, NY and 
Wise, 
Si L 
5-2, 
Hooton, 
Chi, 
Sutton, LA and Se a ver, NY >3 
Martellai, SI > 4 
American League: 
Wood 
(h i 
10 3. 
Holtzman, 
Oak 
9 2 
Coleman 
Det 8 3, 
Singer, ( al 
and Splittorll 
KC 7 2 


G o l f T i p s 


By The Editors of Golf Digest 


The 
most 
comfortable 
grip for most golfers is when 
the left hand is on top 
of 
the 
shaft 
with 
three 
or four knuckles showing. 
This “ s t r o n g ” grip gives 
the feeling of power. Tommy 
Bolt used to grip the club 
this way, but changed be­ 
cause he found he was ac­ 
tually losing distance with it. 
“ I never dared to fully 
release my hands with this 
grip because the clubface 
would close and I’d hook the 
shot. That made me “block” 
the shot, robbing me of dis­ 
tance. By turning my hands 
more to the left, so that my 
left hand showed only two 
knuckles, 
I 
was 
able to 
release the club freely be­ 
cause the clubface returned 
squarely at impact. 
“ All you have to do is be 
sure that you hold the club 
with the back of your left 
hand looking more toward 
the target than toward the 
sky. It will feel strange at 
first, but it will help you 
swing better,” Bolt advises. 


(NEWSPAPER ENTERPRISE ASSN ) 


Speedway hosts 
big twin bill 


Santa Maria Speedway has scheduled a big twin event 
show for Saturday night. 
Over 200 laps of racing will be presented in the form ot a 
trophy dash, heat races and a 50-lap main event for the new 
division of Foreign Stock cars, plus a trophy dash, heat 
races and a 100-lap main event for Super Stock cars. First 
place winner in the Foreign Stocks will take home a 
minimum of $100, with $250 guaranteed to the winner Of the 
Super Stock main 
The newly formed Foreign Stock division will be 
represented by racers all over Southern California. Over 20 
of these highly competitive machines will be on hand to vie 
for top honors in the nights 50-lap mam. 
The Foreign Stocks are limited — a car with a 1600 CC 
engine can not weigh less than 1600 pounds. This limitation 
makes for extremely close competition 
The Super Stocks are expected out in force. Over 34 
Super Stocks are registered with the Central Coast Racing 
Association. Bobby Randolph, current point leader in the 
No 20 Plymouth with 338 points will be tending off second 
place runner Clif Vose No. 21 Chevy with 275 points. Bill 
Bellefleur No 63 stands at 206 and coming strong with a 
new engine is Buellton s Bob Menely w ith 201 in the No. 1 
car. 
There will be no increase in admission prices for this 
show Parking is free and kids under 10 are admitted free. 


One free round of golf 
could change your life. 


Do you like to golf, swim or play 


tennis? The Village Country Club 


otters alt these plus more. In our 


beautiful clubhouse you can dine, 


dance, play cards and meet new 


friends. Outside there's a large 


swimming pool and championship 


tennis courts. The golf course itself 


is an endless challenge as it winds 


through oaks, manzanita and wild 


lilac. 


Don't take our word for it though 


Come on out and get acquainted by 


playing a free round of golf this 


month. 
Feel 
free 
to 
use 
our 


excellent driving range Sharpen up 


your game on the finest range in the 


area 
Shop tor your golfing and 


sports wear 
needs at our 
well 


stocked Golf Shop. A reservation 


can be obtained by calling the 


Village Country Club, 733-3537 or 


733-3535 If you join during May 1973 


you will receive six free golf lessons 


from our professional staff 


Atlanta tourney 


ATLANTA lUPl i 
Gary 
Player and Jack Nicklaus. 
two of the biggest names in 
pro golt. return to the tour 
after 
prolonged 
absence 
today as they headline the 
f ield for the $150.000 Atlanta 
Golf Classic. 


Player, forced to delay his 
return from South Africa 
because of an operation, has 
not played on the tour since 
w i n n i n g 
the 
P G A 
championship last August. 


Nicklaus, 
who 
could 
regain the 1973 money lead 
with a victory here this 
week, has been limiting his 
appearances 
deliberately. 
Golf's 
all-time 
leading 
money winner has played in 
only nine of 20 tournaments 
this year and none since 
winning the Tournament of 
Champions last month. 


Indy tests 


INDIANAPOLIS (UPIi - 
The final dress rehearsal for 
Monday's Indianapolis 500- 
mile 
auto 
race 
was 
scheduled today with the 
traditional carburetion tests 
at the Indianapolis Motor 
Speedway. 


This was the only chance 
this week for the drivers 
and crews to test their 
finely tuned, turbo-charged 
engines 
under 
race-day 
conditions. 
. 


The great majority of the 
33 starters were expected to 
participate in the three-hour 
practice, running with full 
fuel loads and testing their 
chassis set-ups 


Rentzel case 


DALLAS (UPII - The 
judge 
who 
handed 
pro 
football star Lance Rentzel 
a 
five-year 
probated 
sentence 
in 
1971 
on an 


indecent exposure charge 
says he wants Rentzel to 
return to court and explain a 
recent 
conviction 
in 
California on a marijuana 
possession charge. 
Judge John Mead said, 
however, he would delay 
asking Rentzel to return 
until after action is taken on 
Rentzel's appeal of a 90-day 
jail sentence handed down 
in the California ease. 
Rentzell was traded by 
the Dallas Cowboys to the 
Los Angeles Rams not long 
after the exposure trial. 


Page sues 


PITTSBURGH! UP11-joe 
Page, star left-handed relief 
pitcher for the New York 
Yankees in the late 1940’s, 
Wednesday 
filed 
a 
$1.5’ 
million libel suit in federal 
court here against “ Sport’ 
magazine. 
Page contended in his suit 
the publication damaged his 
reputation with an article 
that 
termed him 
a 
“ drunkard, 
barfly 
and 
braggart .’’ 


Evert in Paris 


PARIS 
(UPIi 
- 
Her 
tennis is still as cool as ever 


and her supply of chewing 
gum 
apparently 
inexhaustable, Chris Evert 
begins 
her first French 
Open championships today. 
The 19-year-old Floridian 
from Fort Lauderdale will 
began 
her 
first 
full 
European tour on a dusty 
outside court in a first- 
round singles match against 
u n ranked 
A ustralian 
Marilyn Tesch 
Miss Evert, who already 
knows 
the 
thrills—and 
disappointments—of 
Wimbledon from last year, 
this year comes to Europe 
with a different and slightly 
awkward image. The days 
when she won 26 straight 
matches as “ a brilliant 
youngster” are behind her, 
and ahead are the pressures 
of the biggest titles-Paris, 
Wimbledon 
and 
Forest 
Hills. 
She 
is 
no 
longer 
an 
exciting discovery and she 
is not yet a true champion. 
Miss 
Evert 
has 
been 
seeded second in the $5,500 
women’s singles and if the 
selectors are right, she will 
meet Australia’s Margaret 
Court or arch-rival Evonne 
Goolagong in the final. 


Lunny wins 


SAN CAR LOS Calif.(DPI) 
Ray 
Lunny 
III 
ran his 
unbeaten 
string 
to 
12 
straight Wednesday night 
with a unanimous victory 
over Pete Vital of Los 
Angeles in a lightweight 
bout that drew over 15(H) 
customers to the Circle Star 
Theater 
Lunny, 134 lz, Redwood 
City, lost the first two 
rounds to Vital’s standup 
jabbing style, but thereafter 
Lunny 
connected 
with 
uppercuts to win the verdict 
on the cards of all three 
officials bv margins of 5-2, 
5-3,8-2. 
Vital weighed 136. 


e x t e n d e d 
HOURS: 
Open Evenings 
Till 7:00P.M. 
For Your 
Convenience 


Mon. BFri.'tilSP.M . 
Sunday, 12-5 P.M. 


1040 NORTH H ST. 


C L A S S IF IE D A DS 
G E T R E SU LT S 
C A L L RE 6-2313 


AUTO RACES 
THIS SATURDAY N IG H T -8:00 P.M 


WA 2-2233 


FIBERGLASS b e l t 


f ib e r g l a s s b e l t 


(POLYESTER CORO PLY 


POLYESTER CORD PLY 


YOU SAVE *27 TO’56 OFF '72 PRICES 
DOUBLE BELTED 
CUSTOM POWER CUSHION 
POLYGLAS BLACKWALL TIRES 


buckwall tu « 
B/8 14. plus 
S? 00 Fed ||. 
tat per tire. No 
trade needed 


tiaea 
7.00-13. C7S-14 
or C7I -14 
2 FOR 
w 


plus $2 06 to 92.31 
Fed. t i. Tai per lira, 
depending on $we 
No trade needed 


Sitee 
F7I 14 or IS. 
Q 7I -14 or 11 
2 FOR 
54" 


plus $2 SO to $2 71 
Fed. I i Tai per tire, 
depending on ti/e. 
No trade needed 


Sdee 
N71-14 or 1S, 
or J 7I -15 
2 FOR 
59" 


plui I ? 94 to S3 12 
Fed. ( i Tai per lira, 
depending on si it 
Nu trade needed 


S i lt L70-1S 


2 FOR 
54" 


plus $3 31 Fed. 
ti Tai par lira. 
No trade naadad 


COMPARABLE SAVINGS ON SINGLES AN0 SETS 
Ftoln Check ■ If *o tell out of your ti/e aro will naue you a rain 
chock, assuring future dohvory el the advertised price 


W HITEW ALLS - add $3 more par lira 
2 fiberglass bulls ... plus 2 p lu s of polyester cord ... today’s most 
preferred lire body cord 
3 WAYS TO CHARGE 
a Our Own Customer Credit Plan 
• Matter Charge • BankAmericard 


SERVICE OFFERS BELOW AVAILABLE ONLY AT LISTED GOOOYEAR SERVICE STORES 


PROFESSIONAL 
ntONTEND 
AUGNMENT 
$10« 


Any U.S. car plus parts 
if naadad 
Add $2 for 
cars with torsion bars. 
ut 


PROFESSIONAL "SNAP BACK" 
fill EMM 1RHP 


2 8 8 8 B 
H 


o N K W 
• Spark Plugs 
• 
P oin ts • C o n d e n sa r 
Our 
specialists sel dwell, choke 
Tìnte engine 
Halame car- 
b u r e t o r 
l e s i s t ar li n g , 
charging system s, cylinder 
compression, acceleration 


AUTOMATIC 


a Adiust bands (if nstdtd) 
a Changa trans oil a Clean or 
rapisca filiar if naadad a New 
pan gasket a Sal linkage 


426 NORTH "M " STREET - LOMPOC - RE. 6 IS/1 
Monday thru Friday, I a.m. te 7 p.m. 
Saturday, I a.m. to 4:30 p.m. 


GOOD 
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T w in s' starfigh tin g injury 


Sun starts to shine again for Oliva 


Hy I II A HKKKOW 
NEA Sports Editor 


Tony Oliva 
The making of a .3 1 3 'lifetime batting average. 
Vass, Cutts win 
Ken Adam tourney 


NEW YO RK - (NEA) 
With his dark eyes and taw 
ny cheeks and gold tooth 
shining, Tony Oliva is oddly 
ebullient for a man whose 
career m ay be on the preci­ 
pice. 
“ When the weather com es 
good all o v er,” said Oliva at 
breakfast recently, “ my knee 
won’t be stiff no more Then 
1 start to hit out the bullets. 


“ And 1 don’t play for so 
long my timing is not too 
good, either. But I have the 
confidence still at bat. One 
thing I alw ays know: it one 
time 1 m iss, the next time I 
go smoking for sure.” 
Oliva is trying to regain 
some of the form that m ade 
him a three-time American 
L e a g u e batting champion 
(the only m an ever to lead 
a m ajor league in hitting in 
his first two seasons) as well 
as Golden Glove right field­ 
er. But at April’s end, this 
31-year-old Cuban with a c a ­ 
reer batting average of .313 
was batting below .250. 


Oliva m ight not even be on 
the Minnesota Twins’ roster 
right now if not for the brand 
new designated pinch hitter 
rule in the American League. 
Oliva bats but he does not 
field. He hopes soon to return 
to the outfield because, he 
says, “ my blood would be 
w arm er for hitting.” 
In Jun e of 1971 Oliva dived 
for a fly ball and shattered 


cartilages in his right knee. 
He was hitting .390 at the 
time. He underwent surgery 
and was through for the s e a ­ 
son. Last season he was hit­ 
ting .375 in only a handful of 
at 
bats 
when 
the 
k n e e 
buckled a g a i n . Comeback 
and season were short-lived. 
Another operation. 
Oliva suffers the pain of 
running down the basepaths 
on a hit, and suffers the rigid 
leg-weight program that he 
hopes will hurry him along 
the com eback trail. He does 
it all because he loves to play 
baseball; it is all he has ever 


really concentrated on since 
he was a 7-year-old boy in 
Pindar del Rio, Cuba, and 
he and friends cut up a corn 
cob and used it for a ball in 
his father’s farm field. 
He ran and l i f t e d leg 
weights all last winter at the 
U n i v e r s i t y of Minnesota 
"E v ery day I went, even in 
15 below zero with the snow 
piled on 
the 
ground,” 
he 
said. Oliva continues to lift 
leg weights every day now, 
going to the ballpark early to 
do it. 
In the winter especially, 
he sank not only into snow 
drifts but into depression. He 
wondered if his career w as 
too soon through. 


“ But my wife said, ‘Tony, 
you are lucky to have done 
what you have already.’ I 
think ‘Yes, you are right’.” 


Oliva’s despair was of a 
different nature when he first 
began playing 
professional 
baseball in the United States. 


He now has a family, in­ 
cluding two daughters, aged 
4 and lVi. “ Now I got som e­ 
body to wait for m e,” said 
Oliva. “ One little one com ­ 
ing. Then another little one 
coming. When I come home 
from a trip they say, ‘Poppa, 
you bring us a surprise?’ If 
I don’t, they say, ‘Poppa, 
let’s go to the store and buy 
a surprise.’ 
“ Before this I was very 
happy on the field but I come 
h o m e and gee, I am de- 
p r e s s e d. Boom. No old 
friends. No family. I miss 
my country. But I can’t go 
back because of the revolu­ 
tion and they c an ’t come out 
“ And in the beginning I 
play in Virginia. I learn that 
every country has his own 


custom. 
Gee, 
I 
find 
that 
they treat the animals som e­ 
times better than the colored 
people That is rotten. Hard 
to understand. Not like in 
Cuba. 1 hear Americans are 
the sm artest people. They 
read the Bible. There is re­ 
ligion in people in America 
But I can ’t eat in restau­ 
rants. ‘Go to the kitchen,’ 
they tell me. And I can ’t 
stay in sam e hotel with white 
players.” . 


Home often seemed a good 
place to be. He called at 
least once a month. 
Each 
call cost $80 or $90. “ I talk 
long because I have a big 
fam ily,” 
said 
Oliva. 
“ My 
parents, nine brothers and 
sisters, relatives, friends. I 
talk to everybody.” 


In recent years his mother, 
father and two sisters have 
m ade b r i e f visits to see 
Tony. (His father took back 
17 suitcases filled with every­ 
thing from television sets to 
blue jeans — scarce items in 
Cuba.) T h e y returned to 
their home, Tony to his and 
to the struggle of his career. 


Oliva becam e a big league 
star shortly after he signed 
to play baseball in the United 


States in 1961. He now earns 
$100,000 a year. Recently, his 
a u t o b i o g r a p h y was pub­ 
lished: “ Tony O! The Trials 
and Triumphs of Tony Oliva” 
(Hawthorn, $6.98) with St 
Paul sportswi iter Bob Fow­ 
ler. 


The f u t u r e ? In Oliva’s 
eyes, it is sunny, 


“ Every day it get warmer 
and every day my leg get 
better,” he says. One game 


season, tagged up from third 
on a fly ball. “ I flew,” he 
said triumphantly. He slid 
safely home for the lead run. 
He rose, dusted himself off 
and trotted to the dugout 
His team m ates greeted him 
with a standing ovation. 


They had s e e n the first 
glimmer of summer in Oliva 
in nearly two years. 


(N tW SPA PER ENTERPRISE ASSN ) 


A P P L I A N C E 
CE N T E R 


420 Nor* H St.. Lompoc II. 4-SS44 
SALES and SERVICE 


Drivers who don’t smoke 
may save as much as 250/o 
with Farmers 
Non-Smoker Auto Policy. 


M A YTAG 
w*tMin Ntm 
OUMWAlMflt 
DISPOSAIS 
W A S H E R S 
$ 2 C f t ° o 
A 106 
As Low As 


Call us for details 


JOHN 
ULVA 


GEO. J. JANATSCH 
PA U LE.T O G N ETT I 


116-G E. College Ave. 
11« North " G " St. 
RE. 6-6527 
RE. 6-5115 
И И Н Н Н Н Н И Н Н И Н Н Н Ё Н Н И В 


John Vass and Steve Cutts 
were the winners over Mike 
Doran and Pat Doran in the 
a n n u a l 
Ken 
A dam 
Tournament at the Village 
Country Club. The match 
was finally decided on the 
second 
extra 
hole 
when 
Vass sank a putt for his par 
and the win. Vass also made 
a sensational birdie on the 
first extra hole to keep the 
match alive. 


In 
other 
Village 
CC 
competition last week, Jim 
Robb, 
Lee 
Irvine, 
Mike 
Doran and Ed Lilly teamed 
to take first in Wednesday’s 
best ball foursome with a 
net 55. 


T hursday 
best 
ball 
foursome—Pete Round, Bob 
Moseley, A1 Stasaitis and 


Women's golf 


The women’s competition 
at the Village Country Club 
this week was a Tip Whistle 
tourney. 
The winners 
in 
first 
flight 
were 
Virgie 
Burger, Mabel McClendon, 
and 
Marge 
Jensen. 
Top 
scores in second flight were 
turned 
in 
by 
Dorothy 
MacClure, Lorraine Dutra, 
and Wanda Anderson. 


In third flight there was a 
tie for first between Mary 
Tripp and Elsie Briscoe. 
R ’Neta Fritz and Viv Irvine 
tied for third The winners 
in third flight were Edie 
Henricks, Jeanette Kendall 
and Dorothy Adamson. 


Preston Smith won with a 
net 56 
Jack Dotts was 
individual low netter with a 
67. 


Saturday 
morning 
best 
ball foursome—Bill Perry, 
Lee Irvine, Bud Barber, and 
Duke Campbell took first 
with a net 59. Hugh Dalfrey 
took individual honors with 
a net 67. 


Saturday afternoon best 
ball foursome—Lee Bales, 
Ken Doran, Jack Dotts and 
Bill Pendley shot a net 52 
for 
first. 
Bales 
was 
individual low netter with a 
70 
Ray Cushman shot a 
hole-in-one on number 13. 
Saturday and Sunday best 
ball 
tw o so m e 
—Bob 
M a c C lu r e 
and 
Andy 
Anderson took first with a 
net 59. In second was the 
team of Ed Stokes and 
Frank Bradshaw 
Mixed competition—Bob 
and 
Dorothy 
MacClure 
teamed to win with a net 62. 


ATTENTION GALS 
32 in length reversible 
leath er coat. Sueded 
split cowhide reverses 
to 
smooth 
top g ra m 
leather. Like having 2 
* co a ts for the price of 
one, and only $79 90. 
Sizes 6*16 
Tevis T o g s 
located at the end of La 
C um bre P laza, Santa 
Barbara 


129 No. V St.— RE. 6-6541 — Lompoc 


Also in Santa Maria 


.duteieoH S fad ed 
950 * 950 * 950 
PlUt TA* 


MONDAY - SUBMARINE SANDWICH 
• TUESDAY • MEATBALL SANDW ICH 
. W EDNESDAY • OLD CHICAGO 
• THURSDAY 
SPAGHETTI with 
MEAT SAUCE 
• FRIDAY - MINI PIZZA 
with any ona food item 


ALSO INCLUDED 


CRISP 10SSED GREEN SALAD 
with you) ilio u . »1 dotting 
i f lr J V (THAT 


SOFT DRINK 
K 


COFFEE 
1 1 


A 


% BARGAIN 


ALL FOR ONLY 95C 


Mission Federal 
invites you to a 
good old fashioned 
grand opening. 


Л Ж 


d < 


638 NORTH H STREET. 


NOW THROUGH JUNE 1. MONDAY THROUGH THURSDAY 9 TO 5. FRIDAY 10 TO 6. 


H o w d y , 
n e ig h b o r! 
Mission Federal Sav­ 
ings has come to the 
Valley of Flowers, and 
to celebrate flu* occa­ 
sion we’re holding a 


Ron Lindemann 
good 
old 
fashioned 
grand opening celebration . . 
because 
w ere here to give you plenty of good 
old fashioned friendly, efficient, helpful 
service! 


M anager Ron Lindemann and his home­ 
town stall are all set to give you a warm 
Lompoc weloine in our modern new 
building, so c’mon in and say hello. 
We’ve got refreshments aplenty . . . free 


WE’RE EASY 
TO REACH 


We're at 638 North H 
Street, directly opposite 
the 
Lompoc 
Shopping 
Center, between College 
and Pine Ave. Drive in, 
there’s ample free park­ 
ing on the prem ises! 


L_ 


favors . . . balloons for kids . . . and a 
lineup of savings and loan services you II 
really appreciate! 


For example: The highest interest avail­ 
able 
anywhere 
on 
insured 
savings! 


Accounts that pay monthly interest! 
Free safe deposit boxes, available to 
every saver who maintains a minimum 
$2,5(X) account with us! Drive-in teller 
convenience! C omputerized handling of 
transactions! 
Free travelers cheques! 
Free save-hy-mail service! Free parking 
on the premises . . . and convenient 


business hours! 


All this plus hometown service with a 
personal 
service 
touch — a 
Mission 
Federal 
tradition 
in 
Santa 
Barbara 
Count)’ h)r nearly half a century* Crane 
visit LomjHies onl\ federally chartered 
savings and loan ...................... you II like 


our interest! 


- n / 
CURRENT ANNUM PASSBOOK RATE. 
5% C0MP0UN0ED DAILY. ANNUAL YIELD 5.13% 
$10 minimum, earns liom day in to day out 


/ /w 
CURRENT ANNUAL CERTIFICATE RATE, 
5 7 4 % COMPOUNDED DAILY ANNUAL YIELD 5.92% 
? 1,000 minimum, one or moie years 
6% 


CURRENT ANNUAL CERTIFICATE RATE, 
COMPOUNDED DAILY. ANNUAL YIELD 6.11% 
$5,000 minimum, ? or mote years 
Interest paid quarterly or monthly, whichever you wuh 


All funds earn from day of deposit. Funds received by 10th earn from 1st of month when held to end of quarter 


Place YOUR OWN FREE AD in the Mission Federal “ Bulletin Board' 
as a free community service In Lompoc! Cards available now in 
, published 
our office! 


Í T ] MISSION FEDERAL SAUIN6S 
AND LOAN ASSOCIATION 


638 NORTH H STREET, LOMPOC 
• 
736 7502 


Serving the Tri Counties in Lompoc, Santa Barbara, Goleta, San Luis Obispo, and C am arillo 
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CLASSIFIE» ADVERTISEMENTS 
U -K -Î1U 


Advertising Rates 
and Directory 
effective Aug 28. 1972 
Daily Kxcept Sunday 
124-126 No “I” St 
Mailing Address 
P.O. Box 578 
Open Monday thru 
Friday 8 00—5:00 
Closed Saturdays 
Phone RE 6-2313 
Consecutive insertions 
Same ad without change 
lip to 20 words 
CASH IN 
ADVANCE RATES 
Special rate for 6 days— 
$6 50 
Less than six days 
1 time - $2 10 
Each additional day 
$1 00 per day 
Examples 
2 times $3 10 
3 times $4 10 
4 times $5 10 
For ads appearing in Wednesday’s 
issue, add 50 cents to above rates 
Over 6 Days 90 cents additional per 
day 
Over 20 words, add 70 cents each 
time run for each additional 15 
words or portion thereof 
CHARGE RATES 
Established commercial accounts 
onlv 
COPY AND 
CANCELLATION 
DEADLINES 
Closing time for Classified ads— 
LOMPOC RECORD 
5:00 p.m. day prior to day of 
publication EXCEPT Saturdays 
when deadline 
is 
12 noon on 
previous Friday, and Monday when 
deadline is 5 p.m. on previous 
Friday Cancellations for Mondav 
will also be taken before 8:30 
Mondav morning NO LATER. 
MESA MISSIUER 
Published each Friday morning 
by Lompoc Record Publications in 
the 
interest 
of 
personnel 
of 
Vandenberg Air Force Base. $1 00 
per issue up to 20 words. Published 
Fridays only. 
COPY AND 
CANCELLATION 
DEADLINES 
MESA MISSIUER 
5:00p m Wednesday. 
Advertiser should 
read 
their 
advertisements the FIRST DAY 
THEY APPEAR and report any 
errors not later than 8:00 a m the 
next 
day 
LOMPOC 
RECORD 
PUBLICATIONS WILL NOT BE 
RESPONSIBLE 
FOR 
MORE 
THAN 
ONE 
INCORRECT 
INSERTION 
Lompoc 
Record 
Publications 
reserves the right to properly 
classify or to reject advertising 
copy submitted 


2 Notices 


15 Personal Svcs. Offered 


HELP 


Jr. Alpha Club needs to 
borrow 6 dress forms or 
mannequins for the Lompoc 
Flower Festival Coronation 
Ball. Cali 6-7577 or 6-3602 


Any persons interested in 
joining 
” CC 
RO LLIN ’ 
ROOMS 
VAN 
C L U B ,” 
phone R E 6-0990 after 6 p.m. 
wkdys., 
anytime 
wknds. 
Many club activities are 
planned for summer. 


Free Organ lessons. Come & 
see how easy it is to play the 
organ. Classes for adults & 
children. Stop by or call for 
details. 
Evelyn’s 
Conn 
Organ Studios 1016 No. H, 
R E 5-1152. 


3 Card of Thanks 


Words fail to express our 
thanks to all the wonderful 
people for their help and 
kindness to us during this 
time of bereavement for our 
beloved husband and father, 
Ron 
Kunkel 
Margaret 
Kunkel & sons, John & 
Keith 


6 Personals 


Parents 
interested 
in 
enrolling their chilren in 
Valley Christian Academy 
in Santa Maria Bus service 
will be available if enough 
families interested. Please 
call Mrs Rush, R E 5-1380. 


Dependable 18 yr. old will 
care for your houseplants, 
yard, 
pets, 
mail 
or 
newspapers while you are 
on vacation this summer. 
References. Call R E 6-2098 
after 
5 
p.m. 
weekdays, 
a n y tim e 
weekends. 
Reasonable rates Lompoc 
area only. 


Painting — Houses & apts. 
Excellent work, reasonable. 
Phone R E 5-1180 before 3 
p.m. 


Save time & money!! Total 
lawn 
and 
garden 
care. 
R e l i a b l e 
s e r v ic e , 
reasonable rates. For best 
results call Rawlins Lawn 
Care Service, R E 3-2334. 


Wigs cleaned & styled. Our 
everyday low price starting 
at $3.00. Tints $7 75, Loving 
Care $5.75. Avenue Beauty 
Shop, 1174 E. Ocean Ave., 
R E 6-7014. 


Problem 
drinkers 
or 
families 
For information, 
free 
profession al 
counseling, 
or 
referral, 
phone R E 6-9029 or Santa 
Barbara 966-6474 


Alcoholics Anonymous. RE 
6-9116 day or night. 


7 Lost & Found 


Man looking for small jobs. 
Patch all walls & fences. 
Brick, 
cement 
block, 
ceramic 
tile, 
stucco. 
Reinforce & stain 
wood 
fences. Phone Jack, R E 6- 
9864. 


Gagnon's 
Renovating. 
Home renovating, roofing, 
painting, gutters & general 
repairs. Call R E 6-5566. 


Entertaining? 
We 
offer 
com plete 
assistance; 
decoration, 
rental 
items. 
Wedding & parties planned 
for 
your 
enj oyment . 
Dependable service. 
Call 
Golden Valentine Boutique, 
RE 6-5004, 817 W. Laurel 
Ave. 


Free wallpaper 
(60 new 
designs, fresh stock, vinyl 
bonded) with hanging at 
regular 
rate. 
Paperman, 
R E 3-2231. Offer ends May 
30,1973. 


Carpet 
cleaning. 
The 
Steamco 
Process 
is the 
tried and proven method of 
steam-cleaning carpets. If 
you 
want 
your 
carpet 
cleaned, call Steamco of 
Lompoc, 
R E 
6-4882 
or 
Anchor Man, R E 6-5772 for a 
free estimate. All work is 
guaranteed. 


Need 
hom e 
cleaning 
assistance? We do carpets, 
stoves, 
windows, 
floor 
stripping and waxing, scrub 
walls, dusting, everything to 
help the homemaker. Call 
Golden Valentine, R E 6- 
5004. 


CITY SECRETARIAL 
CENTER 
Mimeographing-Typing 
Immediate Photo Copying 
Electric Stencils-Resumes 
1114 North H Street 
R E 6-3431. 


LOMPOC 
W ALLPAPER CO. 


312W.OCMH 
RE. 4-2545 


Dealer for Dutch Boy Paints 


Wallpaper in Stock 


American 
Imports 


Vinyl 
Flocks 


Painting 
Paper hanging 
Antiquing 
Opaa DaMy 1# a.m.-4 p.m. 
Friday, It a.m. • 9 p.m. 
Sunday, 2 p.m. -4 p.m. 


Lost 
cat, 
vicintiy 
of 
Ctbrillo Hi. School. White & 
orange, 
medium 
size 
Reward! Phone R E 3-3847 


9 Beauty Shops 


Jo 
Ann 
Osborne 
is 
associated 
with 
Barbies 
House of Beauty, 811 W 
Laurel Ave , Thursdays k 
Fridays. Come in and see 
her HE 5-1075 Thurs eves 
with appt 


9A Barber Shops 


Epi says: Come in and get 
your haircut at 418 No H 
St , next to Taco Bell, and 
1 11 tell you all about it 
Phone HE 5 1063 


18 Help Wanted 


Bartender needed: Lompoc 
Moose Lodge Call R E 6 
1036 for appointment for 
interview. 


Wanted 
i m m e di at e ly . 
Opening 
for 
experienced 
Recreational Vehicle Svc. & 
Repair 
man 
Apply 
in 
person. Hartstield Trailer 
Supply, 139 No I St. 


Co-ordinator needed, part- 
time. Involves scheduling, 
record-keeping, active work 
with children and teens, etc. 
Write: Girl’s Club. P.O. Box 
554, Lompoc. 


Part time appliance sales 
person. Commission selling 
out of the store, experience 
helpful but not necessary. 
No 
phone 
c a lls . 
Montgomerv Ward. 722 No. 
HSt. 


Woman to live in and care 
for invalid woman. Phone 
R E 3-1598,1410 Burton Mesa 
Blvd., M.H. 


Experienced sales people & 
peopl e 
with 
limited 
experience for opening of 
new food store in Solvang. 
Mail applications to H P 
Vinhause, 440 Alisal Rd., 
Solvang Calif. 


Can you use money? Avon 
representatives earn extra 
cash selling our famous 
products 
in 
their 
spare 
time. You can do the same 
— it’s easy to get started. 
Call WA 2-2031 or write P. 
O. Box 588, Solvang. 


Experienced 
refrigeration 
man 
needed 
Apply 
in 
person 133 No. F St. 


Liquor salesman for retail 
liquor store. Full time job. 
will 
work 
into assistant 
manager 
position. 
Send 
resume to Box A-2, in care 
of The Lompoc Record, Box 
578, Lompoc, Calif. 93436. 


Applications are now being 
accepted and examination 
will be given for the position 
of. 
Warehouseman 
Salary range — $620 to 
$755 monthly. Experience — 
One year of 
responsible 
warehousing work. 
Applications must pass a 
w r itte n 
and 
oral 
examimation in order to be 
placed on elegibility list 
Apply at Lompoc Unified 
School 
District, 
Peronnel 
Dept., 1301 No. A St., R E 6- 
2371, ext. 216. Applications 
close Friday, June 1, 1973 at 
4:30p.m 


16 Upholstery, Drapes 


J 
Ward’s 
Interiors, 
for 
custom 
upholstering 
at 
reasonable prices Now 20 
per 
cent 
discount 
on 
Herculon, Nylon k crushed 
Velvet fabrics. Also, 20 per 
cent 
custom 
made 
draperies 
Free estimates 
in 
your 
home, 
with 
Decorator Consultant, free 
pickup k delivery 
Phone 
R E 6-0506, or stop by 216 E. 
Ocean Ave. 


Kingsley Upholstery for all 
your upholstery needs. Call 
Mr. Kingsley now to have 
your furniture recovered 
Free estimate, pickup k 
delivery R E 6 4290, 


18 Help Wanted 


Gre at 
o p p o r t u n i t i e s . 
Rapid advance. Must be 18 
yrs. & older. Immediate 
openings part or full time. 
$1.65 to $3.50 per hr. Apply 
at 336 North E St. 3:30 p m. 
wkdys. 
^#»######################## 
20A School & Instruction 


21 Business Opportunities 


Economy Service Station 
for lease, 620 W Ocean Ave 
Contact Bill Jordison days, 
WA 5-4061, eves. WA 2 6141 


22 Money to Loan 


Investors — Double your 
interest 
earnings. 
For 
further 
information 
call 
Minnie or Carole at Martin 
Real Estate, R E 6-1212 


26 Rooms for Rent 


Clean, comfortable rooms. 
Large lobby with TV, homey 
atmosphere. Close to town 
and 
re s t a u ra n ts . 
Reasonable rates by day, 
week, or month. Blythe's 
Hotel. 124 S. G St R E 6- 
9108 


Home within a home — 
private bedroom suite plus 
living 
room, 
kitchen, 
television 
privileges. 
Garage space. Gentleman 
only. 
Call 
6-3431 
for 
i n t e r v ie w . 
fu r th e r 
information. 


28 Apts., Unfurnished 


1 bdrm. duplex on Southside 
of Lompoc, 
fenced back 
yard, carpeted, bright & 
cheery. Water paid $90. mo. 
No pets. Call Santa Ynez. 
688^378. 


Beautiful new apartments 
in center of Solvang. $125. 
mo. & up. Adults only. See 
at corner of Maple & 2nd. 
Phone 688-4194. 


2 & 3 bdrm. unfurn Cable 
TV inc., some utilities pd. 
Washing 
facilities. 
Near 
schools & shopping. R E 6- 
7629. 601-605 North Fourth. 


Upstairs 2 bdrm apt., w-w 
carpet, no pets. Available 
immediatelv, $120. mo. Call 
R E 5-1222. 


Attractive 3 bdrm , 2 bath 
apt. 
Built ms, 
carpets, 
ceramic 
tile 
showers. 
Carport, 
enclosed 
patio. 
Water & cable paid. No 
pets. Avail 3 June. Phone 
R E 6-9910 after 6 p.m. 


Exceptionally nice unfurn. 2 
& 3 bdrm , 2 bath apts. 
Clean, 
quiet, 
beautifully 
landscaped, 
uniquely 
decorated. Adults only, no 
pets. Some available now 
New Orleans Apts. 616 No. 
Fourth St., call R E 6-6466 or 
R E 6-9108. 


3 bdrm. unfurn., 14 baths. 
Water & cable paid Call R E 
6-5450, after 6 p.m 


Luzier Inc., subsidiary of 
Bristol Meyers and makers 
of line cosmetics lor 50 
years, have openings lor 
consultants. For appt call 
R E 3 4469 


Experienced 
Hair 
Stylist 
wanted Fulltime Plenty of 
woik for the right person 
Binnie's Beauty Salon R E 
6 3088 


Have fun this summer with 
music. Call the Music Studio 
for details. Adult & children 
class piano Organ — Voice 
— Guitar — Instrumental. 
Phone R E 6-8625 or 6-4625 


LUMBLEAU 
REAL ESTATE SCHOOL 
New class starts May 8 To 
enroll or visit class free of 
charge, any Tues evening, 
call collect 543-7646 or WA 2* 
6211, 
433 E. Main, Santa 
Maria, VA approved 


REAL ESTATE 
CONTRACTING 
Expert License Preparation 
— Free Guest Lesson - 
Free Career Kit 
a 


CALLTODAY 
(805)922-1931 
ANTHONY SCHOOLS 
203 *E. Main — Santa Maria, 
Ca 93454 


21 Butin««« Opportunities 
########################## 
Albertoni’i 
Spaghetti 
carry-out is out of business 
because of lamily moving to 
Alaska 
Will 
sell 
going 
business recipes paper 
goods and 
equipment 
to 
partly 
interested 
in 
carrying on the Albcrtoru s 
name and reputation 
i or 
details, Marianne Sivertsen 
3415 Via Arnez, R E 3 3757 


Small 
well 
established 
Santa 
Maria 
business, 
excellent for semi 01 retired 
couple 
Box 
1082, 
Santa 
Mana, Calif 93454 


Vuienbtrg 
Aportmeits 


1& 2B E D R O O M 


Furn. or Unfurn. 


3986 Mesa Circle Dr. 


Vandenberg Village 


RE. 3-1610 


1 
bdrm., 
turn., 
half of 
duplex, clean 
$120 
mo. 
Adults no pets 3244 No. O 
St Phone R E 6-7811. 


2 bdrm. 
furn. apt. with 
fenced yard. Pets allowed 
See at 622 No. A St. Apt B. 
R E 6-5796 or R E 6-6433. 


Older furnished 
1 
bdrm. 
apt , central location, water 
& garbage paid. Adults no 
pets $85 mo. Call R E 6- 
5287. 


Newly furn. apt., utilities 
paid including cable TV. 
Downtown 
location. 
$100. 
mo. 
Inquire 
K i n g ’s 
Furniture, 116 No. E St. R E 
6-3111. 


30 Horn«« for Rent 


Crestview 4 bdrm., 2 bath 
with 
built-ins, 
carpet, 
drapes, 
fireplace, 
fenced 
backyard with patio and 
fruit trees. Phone R E 6- 
6717. 


Executive home, lovely 2 
story, 4 bdrm home in quiet 
Southeast 
section, 
den 
furnished. Owners wish to 
lease 
for 
5 
months 
to 
responsible party. Prefer no 
children. 
Contact 
Casa 
Realty, 902 No. H St., R E 6- 
7561. 


MOVE TODAY 
3 bdrm., patio, extras, $165. 
mo. Fee-Bkr. 
Calif. Largest Rental Svc. 
Homefinders WA 2-7743 


Furnished 2 bdrm. Cable TV 
incl. 
All 
utilities 
paid. 
Washing 
facilities. 
Near 
schools & shopping. R E 6- 
7629. 601-605 North Fourth. 


1 
bdrm., 
carpet, 
large 
closet, cable & water paid. 
Call R E 6-1389 or 865-4324. 


One months free rent! 1 & 2 
bdrm. furn. Cable TV. No 
pets. 532 North M St. R E 6- 
9310. 


Studio 
apt., 
laundry 
facilities, water & cable 
paid. $89.50 mo. Casa De 
Flores Apts. 604 No. 3rd St., 
Apt. E. 


Attractive 2 bdrm. 
apt., 
ceramic tile shower, vanity, 
new faucets, cathedral roof, 
frostless 
refrig. 
W-w 
carpets. No pets. R E 6-9910 
after 5 p.m. 


Sophisticated liviig. Inquire 
about special rates. See to 
a p p r e c ia t e . 
L u x u r y 
interiors. Bel Air Apts. 535 
No. M St. Apt. A. Call R E 6- 
8040. 


Furnished 
one 
& 
two 
bedroom apts. Adults, no 
pets. 
All 
utilities 
paid. 
Phone R E 6-7189. 


NEW 
TROPICS 


438 No. Third St. 
1-2-3 Bdrms. 


• Deluxe apts 
• New shag carpet 
• New sofas & chairs 
• New drapes, new paint 
• No children or pets 


RE. 6-6419 


1 bdrm. furn. apt. with built- 
ins, tiled kitchen & bath, 
carport, storage & laundry 
facilities 
$120. 
mo. 
Call 
manager, R E 6-1803, after 
5:30 p.m or see at 225 No. K 
St Apt. E, upstairs. 


SEE TO B E L IE V E 
CORAL APTS. 
1-Bdrm. & Studio 
66 UNITS 
T D Y Welcome 
Clean and Spacious 
New Shag Carpets, 
Drapes and Paint 
Laundry Facilities 
721 No. C'St., Apt. 9 
Manager: RE 6-3930 


1-B D R M .-2-B D R M . 
Villi-Hi Apts. 


• Deluxe 
•Pool 
• Carpets 
•Drapes 
• Laundry Facilities 
• Water, Cable TV Paid 
• TDY Personnel Welcome 
•00 No. G - RE. 6-24*7 
Near Shopping Center 
Walking Distance to Schools 


STOP 


LOOKING! 


1 & 2 Bedroom 
Studios 


Furnished i, Unfurnished 


OCEAN PARK 
APTS. 


Water and Cable TV 
Furnished 


Laundry Facilities 


Children and Pets OK 


S E E M A N A G ER 
601 A Wfc ST OCEAN 
RE 6 4006 


29 Apts., Furnished 
##########################« 
I bdrm Или apt 
$75 mo 
No pets Inquire at 208 So I 
St 


Now Available 
L A U R E L APTS. 


2-BEDROOM ONLY 
Unfurnished — $99 50 
Furnished — $119.50 


• Large Closets 
• Roomy Kitchens 
• Laundry Facilities 
with clothes lines 
• Back Door to Back Yard 
and Carport 


No Pets 
312-B North 2nd 
9-5:30 p.m. —RE. 6-3403 


After 5:30 PM & Weekends 


RE 6 4632 


30 Homes for Rent 


CIRCLE THIS 
4 bdrm., 2 bath, appliances, 
liM’plare, 
children, 
pets 
$185 mo Fee Bkr 
Cali! Largest Rental Svc 
Homefinders WA 2 7743 


SPECIAL! 
3 
bdrm , 
14 
bath, 
appliances, 
dbl 
garage, 
extras $175 mo Fee Bkr 
t ali» largest Rental Svc 
Homefinders WA 2 7743 


WON T LAST!! 
2 
txlim , 
mobile 
home, 
appliances, 
extras 
$14(1 
mo Fee Hk i 
Calif largest Renta I Svc 
lloiiicfindei s WA 2 7743 


AVAILABLE SOON 
2 bdrm., extras, gardening 
done $160. mo. Fee Bkr. 
Calif. Largest Rental Svc. 
Homef inders WA 2-7743 


bdrm., 14 bath, V.V., 
newly redecorated, fenced. 
$75. 
deposit. 
$160. 
mo. 
Phone R E 3-1521 from 5:30 
to 7:30 p.m., W E 7-5441 in 
Santa Maria, anytime. 


QUIET COUPLE 
3 bdrm., 2 bath, appliances, 
extras. $160. mo. Fee-Bkr. 
Calif. Largest Rental Svc. 
Homefinders WA 2-7743 


3 bdrm., 14 bath, carpet, 
patio, 
fenced rear yard. 
References, required. $160. 
mo. See at 316 No. Sixth St. 
on Sunday May 27th. 


LANDLORD -BROKERS 
Free Rental Service 
Call Today — Rent Today 
Calif. Largest Rental Svc. 
HOMEFINDERS 
WA 
2- 
7743. 


31 Comm. Office Rentals 


25x 140ft. vacant downtown 
store building with front & 
back 
access. 
Available 
immediately. 
Phone 
688- 
3311 or Exchange Realty. 


Deluxe office space. 400 sq. 
ft. to 2000 sq. ft. Sized to suit 
tenant. Northside Center, 
1012North HSt. R E 6-6548. 


33 Traitor Space for Ront 


S p a c e 
f or 
rent 
in 
Continental Mobile Home 
Park for 12x60 or 64 mobile 
homes. Also, 1 & 2 bdrm. 
mobile 
homes 
for 
rent, 
adults only. Phone R E 6- 
2630. 


34 Wanted to Ront 


Wanted to rent. Garage for 
storing only. Reasonable. 
Call Ron Robinson, 866-4404 
weekdays. 


38 Real Estate Brokers 
##############^###########< 
ROBERT C. 
LILLEY 
REALTOR 
Exclusive 
Listings 
Homes 
Investment Land 
— Ranches 


105 North 'H ' Street 
RE. 6-4521 


s » - 


K l / \ I I V 


OUR BUSINESS 
IS P E O P L E - 


l e t u s h e l p y o u 


•Hom os 
•L end 
•Ponchos 
•Incom e 
and Commercial Property 
•Syndications Our 
Specialty 


116 North H S t. 
R E. 6*5641 


Reduced price! Excellent 
investment. 
2 
separate 
houses and 1 tri plex on 
corner lot. Close in location. 
Call Kenneth R. 
O’Neal 
Realty. 307 E. Ocean R E 6- 
6-3444 eve. svc. R E 6-2807 


SEE TO BELIEVE! 
Four stucco 4 plexes. Only 
$32,000 each 
In excellent 
cond. k location. These will 
sell fast! Robert C. Lilley, 
105 No. H St. R E 6-4521 
evenings R E 3-4487 


39 Income Property 
â Multiples 


40 Lots, Acreage, 
Building Sites 


Mesa Oaks 1 acre lots, fully 
improved, country estate 
living. Priced at $15,000. 
Offered by Harley A. Craig 
Real Estate, 139 N. G St., 
R E 6-7511. 


41 Homos for Solo ' 


C LA S S IFIE D ADS 
G E T RESULTS 
CALL RE 6*2313 


39 Income Property 
A Multiples 


Downtown 
com m ercial 
coiner, 125x140 ft 3 older 
homes on property Steady 
income 
Call for appt 
to 
see Offered by Harley A 
Craig, 
Realtor, 139 No G 
St R E 6 7511 


4 
b d r m . , 
14 
bath, 
completely 
redecorated, 
new shag carpet throughout, 
built-in 
stove. 
Excellent 
financing available. Owner 
agent. Call R E 6-1333 or RE 
3-2305. 


Sycamore Park — 1031 No. 
E Place. Custom built three 
bedroom home with atrium 
& 
1*4 
baths. 
Fireplace, 
continuous 
clean 
oven, 
dishwasher k disposal, front 
lawn & sprinklers are in. 
Priced at less than you 
would expect to pay Other 
models 
to choose 
from. 
Offered by Central Coast 
Realty, Inc., R E 6-5641. 


Homes 


Enjoy peace and quiet in a 
neighborhood ot 
gracious 
older homes Exceptionally 
well kept 2 bedroom, 2 bath 
home with fireplace ajpd 
many extras Call Central 
Coast Realty, Inc., R E 6 
5641 


College 
Estate 
home 
4 
bdrm., 14 hath, laundry- 
sewing room, hdwd floors, 
carpet, drapes, fenced yard 
Drive by 1408 W. Pine. Call 
Harley A Craig, Realtor for 
appt RE 6-75 U. 


By 
owner. 
Immaculate 
large 3 bdrm , 2 bath, plush 
c arp ets 
k 
drapes 
throughout. 2 car garage, 
large 
patio, 
new 
paint, 
fenced all around, shake 
roof, 
in 
very 
nice 
neighborhood $24,900. Cash 
to 
54 
FHA 
loan 
or 
refinance. R E 6-5832. 


V.V. Clean, neat 3 bedroom 
home in nice neighborhood 
Drive by 534 Mars and call 
Harley A. Craig. Realtor 
139 N. G St. R E 6-7511. 


Retiring 
couples 
delight! 
Buy “ as is” and save. 2 
bdrm., 1 bath with hdwd. 
floors throughout. Plenty of 
room for a large garden in 
back yard. Mature plants 
and quiet area makes 310 
So. L St. ideal. Call Casa 
Realty today for facts and 
figures. We’d be happy to | 
make this your new home. 
R E 6-7561 a t902 No. HSt. in 
Lompoc. 


Redecorated 
3 bdrm., 
2 
bath, 
carpets, 
drapes, 
forced air, 54 percent VA 
loan. Surf Realty, 305 E. 
Ocean Ave., R E 3-3143 or 
R E 6-8575. 


208 South Q St., charming 3 
bdrm., 
14 
bath 
home 
situated on a quiet Cul-De- 
Sac. 
Carpets 
(Viking 
in 
kitchen i. 
drapes, 
built-in 
range k oven. Two car 
garage with fenced in yard. 
Casa Realty will be pleased 
to make an appointment for 
you to see! Call R E 6-7561 or 
stop by 902 No. H St. 


Older 4 bdrm home with 
finished workshop in back 
Large 
yard 
with 
many 
trees. Call Central Coast 
Realty. Inc., R E 6-5641. 


For the person who enjoys 
the old fashioned country 
look. Darling 3 bdrm . 14 
baths, wallpaper, paneling, 
carpeting throughout. Must 
see to appreciate. Phone 
R E 3-3410, 1559 Calle Miro, 
M.H. 


By owner, 3 bdrm., 14 bath 
in V.V., newly painted, new 
d rap es 
к 
c a rp e ts 
throughout, fenced. $18,900 
Call HE 3-1521 from 5:30 to 
7:30 p.m., WE 7-5441 in 
Santa Maria, anytime 


New paint, looks great! 4 
bdrm . 2 bath, oven range, 
olive 
carpet, 
fireplace, 
paneling, 
fences, 
patio, 
trees, workshop 6 percent 
FHA By owner, 229 No X 
St $18,650. Call R E 5-2086 or 
RE62855._ 


Home plus orchard Nice 4 
bdrm home in West Central 
Lompoc Many fruit trees 
For 
more 
information 
contact 
Central 
Coast 
Realty. Inc.. R E 6 5641 


4 master bdrms к close to 
shopping 
Fenced 
yard, 
carpeting, patio 
Flexible 
financing Call Kenneth R 
O'Neal. Real Estate. 307 E 
Ocean Ave R E 6 3444. eve 
svc R E 6 2807 


3 large bdrms . 14 baths, 
forced an heating Owner 
will carpet living loom к 
hall, you choose colm t all 
Kenneth H 
0 Neal Real 
Estate. 307 E Ocean Ave 
R E 6 3444 eve svc RE 6 
2807 


CULBERSON 


REALTY 


COMPANY 


Open Sun. 1 to 5 p.m. 


EXCLUSIVE LISTINGS 
41« North H St. 
RE. 6-8545 


V I L L A G E 
R E A L T Y 


Offers the Following 


Homes: 


4 Dedroom home, 216 North 
W St., Lompoc. $19,700, 
R e f i n a n c e , 
V A 
or 
conventional. 


444 
T e rra 
W ay, 
VV. 
Outstanding 
3 
bedroom, 
1% bath home. Recently 
redecorated inside and out. 
New shag carpat. Fenced 
y a r d 
wi t h 
m a t u r e 
landscaping. $21,500. Cash 
to 
loan 
or 
refinance 
conventionally. 


O utstanding 
buy 
on 
Northside 
of 
Village. 
3 
bdrm., family rm. Priced 
at $24,500 including carpets 
and drapes. Cash to loan or 
refinance conventionally. 


Beautiful view of Lompoc 
and hills. 3 bedroom home 
near elementary school at 
673 Carina. Good value at 
$22,600 
Refinance 
only, 
Cal Vet or conventional. 


Highly 
desired 
location 
with exceptional view at 
3975 Agena Way 
Three 
bedroom 
d th 
detached g<»* 
.itchen 
recentl* Q \ / » c o ra te d . 
Moti** ^ . e l l e r 
Price 
$26,i 
conventional 
or 
CalVtr terms only 


Extrem ely 
nice 
three 
bedroom 
home 
at 
169 
Mizar. Quiet street near 
schools 
Lots o' paneling 
and beautif* 
paper. 
E xter ior 
guaranteed 
for 17 C A J . Sale price of 
$25,500^cludes carpet and 
drapes. Cash to loan or 
refinance 
Will 
consider 
VA. 


Sharp three bedroom home 
on North side of Village at 
4000 Rigel 
Exterior and 
I n t e r i o r 
r e c e n t l y 
repainted $26,500 Assume 
low Interest Gi loan or 
refinance conventional 


Exceptional 
home 
in 
Village northside Located 
at 3990 Spica Way This 3 
bedroom home priced at 
$28,000 
contains 
many 
quality extras You must 
see to fully appreciate 


Country Club living at 4021 


Mulrfield Older 4 bdrm 
home in well established 
neighborhood 
Some 
carpe ts 
and 
drapes 
throughout Priced $41.550 
Cash to loan or refinance 
No VA 


Looking for small acreage 
in 
Lompoc? 
Spacious 3 
bdrm home on 3 13 acres 
with corral end nursery 
buildings Zoned R I with 
nursery use permit Cash 
to loan or refinance 
fillip lu ll) 


GENERAL 
CONTRACTORS 
Member of Multiple 
Listing 


MSS Cefistetlatien Read 
RE.J-1SSS 
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41 Horn«« for Sale 


Immaculately kept home in 
Mission Hills 
it bdrm., 2 
hath Must see to appi eciate 
the 
1st 
class 
condition. 
Extras incl. drapes & ref rig 
Phone Mr Peterson WA 5 
2707, ext. Hit days or Solvang 
688-3128 eve. or wknds. 


Wm. W. 


M ARTIN 


R EA LT Y 


203 No. HSt - RE 6-1212 
Exclusive Listings 


718 E. 
Olive — 
S.East 
corner location — 3 bdrm., 
2 
bath. 
Asking 
Price 
$17,500 


404 No 
Daisy. Lompark 
ideal floor plan. 3-bdrm., 2 
bath large family dining 
room, 
fireplace, 
carpet, 
fenced 
yard. 
Asking 
$18,500 Open for offer! 


420 
North 
"W ". 
Across 
from 
C laren ce 
Ruth 
School 
3-bdrm„ 2 bath. 
Recently painted and in 
good condition. $17,950 


231 No A St. — You can't 
beat the price! 3 bdrm., in 
good condition. Large lot. 
Asking $12,000. 


1116 
No. 
G ardenia—3 
bdrm., 
formal 
dining 
room, plus enclosed patio 
w-brick 
B.B.Q. 
Lovely 
landscaping. 


1416 East North Ave. Back 
on market! One of the best 
buys in town. 4-bdrm., new 
paint in and out. New Shag 
carpet. Only $18,500. 


R e t i r e e ' s 
d r e a m ! 
2 
separate houses on large 
nicely landscaped corner 
lot - custom 2 bdrm., with 
H-W floors — close to town. 


4J^Hom es for Sale 


By owner. 
3 bdrm., 1 a/i 
baths, 
11 replace, 
2 
car 
garage. 
Northeast 
side 
Vatul Village Phone R E .‘1 
1769 


$2,100 will assume this 7 
percent VA loan, or seller 
will Cal Vet Anxious to sell 
this 
4 
bdrm., 
carpeted 
throughout with fireplace. 
Payments $159. PITI Call 
Wm 
W 
Martin, Realtor, 
R E 6 1212 


Buying A New 


Automobile? 


S E E US FOR 
AUTO LOANS 


F IR S T V A L L E Y 
B A N K OF LOM POC 


North H & Walnut Ave. 


RE. 6-7567 
[cheap! 


'54 Ford 


Station Wagon 
License JWX674 


'65 Plymouth 


Convertible 
License VFD447 


[REALTY 


736-3419 


621 E. Ocean Ava. 
General Real Estate 
Residential - Commercial 
Vacant Land 


Condominiums 


2-bedroom, 2-bath condo­ 
miniums for sale 


FOR SALE 


Large Country Club View 
Lots. 


Country Club area. 2 story, 
4 
bedroom 
home; 
2'/a 
baths, 3 fireplaces, family 
room, large fenced rear 
yard, 
double 
garage. 
House has built-in vacuum 
system. This is a lovely 
home. 


Pool 
home 
in 
Cabrillo 
Foothills 
for 
an 
active 
family. 
4 
bedrooms, 
2 
baths, family room, dining 
room, many extras. 


3 bedrooms ar 
room 
with 
choice 
locatici» 
an^ 
dra 


im ily 
.ii 
in 
j Village 
.f-in 
range 
carpeted, 
jnd lots of extras. 
$26,500 


FOR R E N T 
New 3 bedroom cluster on 
5th Fairway. 


W.C. EBBERT, INC. 


3734 Censtellatien Rd. 


RE. 3-3511— RE 3-1520 


After 5:30 RE. 3-2*54 
ar RE. 4-5391 


41 Homes for Salo 


By owner. Payments much 
lower than rent, 5l/i VA, 
$16,800 4 bdrm., 111 baths, 
garage 
insulated 
and 
paneled, lg closet, rugs & 
drapes. Lg back yd (warm 
lor 
outdoor 
recreation). 
Also, 
accessible 
for 
camper boat, 
etc. 
Phone 
R E 2-2:125 


For lease or sale 
Lovely 
home on 
golf course. 2 
bdrm., 2 baths. By owner. 
Phone R E 3-2751 or 967-8824 


Crestview Terrace, 4 bdrm , 
P i bath, dining rm. with 
wet bar, 
w w carpet & 
drapes. 
Assume 
existing 
loan of $16,000. 5:Vi percent. 
$158 mo. Refinance Cal-Vet 
or 
Conventional, 
many 
other amenities. Kenneth R. 
O’Neal, 
Realtor, 
207 
E. 
Ocean, R E 6-2444, eves. RE 
2-1147. 


4200 Constellation Rd., V.V. 
5 bdrm , 3 bath home. 1 yr. 
old 
Custom 
carpets 
& 
drapes, 
s-c double oven, 
built-in 
dishwasher, 
in d iv id u a l 
room 
thermostats, utility rm., 2 
master bdrms., fireplace, 
built-in TV cable & phone 
lines. Unique architecture! 
Drive by, then phone *RE 3- 
3935 for 
appt. 
Available 
when 
school's 
out, 
for 
$39,500. 


Leaving area, 
immediate 
occupancy! North Village 3 
bdrm., 
1% 
baths. 
New 
paint, 
drapes, 
carpet, 
fireplace, patio, sprinkler 
system, 
water 
softner, 
built-ins, 
fenced 
& 
landscaped. 
$23,900 
Assumeable 
5‘ i 
percent 
loan. 233 Orion. R E 3-3775. 


3 bedroom corner lot home. 
Built-ins, 
2 car 
garage, 
fenced. Drive by 3894 Via 
Mondo, M.H R E 3-3935. 


DON’T MISS THIS! 
Spacious 4 bdrm., 2 bath 
home. Newly painted inside 
6 out, new shag carpets. 
Near schools. Priced to sell 
now, E-Z terms. Call Robert 
C. Lillev, Realtor, 105 No. H 
St. Call R E 6-4521, eves. R E 
3-4487. 


No 
down 
payment, 
VA 
approved. $18,500 4 bdrms., 
2 baths, carpet & drapes. 
Available May 1st. Phone 
R E 5-2026 or R E 6-8595 


41 Homes for Sale 


bedroom, 2 bath home. 
Situated in a well kept. quiet 
neighborhood 
Beautifully 
maintained 
& 
decorated 
ireplace, 
carpeted, 
& 
draped throughout, 12 x 24 
ft covered patio & fenced 
yard By owner. $22,500 B E 
6-6129 


Live in this nice 4 bdrm 
home on peri mete i lot Nice 
landscaping 
Sprinkler 
system, forced air heating, 
built-ins, carpets & drapes 
Check on this 5‘ i percent 
loan that is assumable, or 
refinance, then contact 
Kenneth R. O’Neal Realtor , 
307 E. Ocean Ave , R E 6 
3444. For evening service 
phone R E 6-2807. 


5 bdrms., in all 
3 bdrm., 
w-garage 
conversion 
to 
utility room and 2 more 
bdrms., Lg adjoining lot, 
built-ins, 
lg 
playroom. 
Commercial 
addition 
Available June 1. 3814 Via 
Lato, M.H. $19,5(H) Phone 
R E 3-3935. 


By owner, 3 bdrm., 2 bath 
home. 
Cozy 
& 
nicely 
decorated 
Combination 
pantry 
& 
laundry 
room, 
built-in 
china 
cabinet, 
covered 
patio, 
recently 
painted, lovely yard with 
fruit trees. Assume 51 1 (¿1 
loan 
Monthly 
payment. 
$119 PITI. No agents. 3484 
Via Barba, 
M.H. R E 3- 
3660 after 3 p.m. 


Combine business & living 
on 
commercial 
oriented 
corner. 
Large 
modern 
custom 3 bdrm., 2 bath, 
fireplace, 
open 
beam 
c e ilin g . 
F uture 
appreciation. Owner-agent. 
Call R E 6-1333 or R E 3-2305. 


Assume 5‘A per cent loan. 
Completely 
redecorated, 
V.V. 3 bdrm., l3/4 bath, 
family rm., new shag carpet 
throughout. 
Owner-agent. 
R E 3-2305, R E 6-1333. 


Buying A New 


Automobile? 


S E E US FOR 


AUTO LOANS 


F IR S T V A L L E Y 
B A N K OF LO M P O C 


North H & Walnut Ave. 


RE. 6-7567 


Homey, 
cozy 
place. 
4 
bd ims 
& 
11 replace 
I ni cicom 
t hroughout. 
carpet 
& 
drupes 
Many 
custom 
features 
in 
Ibis 
immaculate home Contact 
Kenneth R. O’Neal Realtor, 
307 E. Ocean Ave 
HE 6 
3444 eves HE 6 2807 


Let’s compare! Dollar for 
dollar, you can’t beat the 
features in ibis lovely 3 
bedroom, 11 ^ bath You will 
enjoy the neatness and care 
given to it Elem school is 
i ight across the street. Casa 
Realty, R E 6 7561 at 902 No. 
HSt 


V.V. 5 bdrm. Spanish style 
custom 
built 
home. 
Carpeted, drapes, built-ins 
corner lot. Like new, 2 yrs. 
old Drive by 109 Hercules. 
Call 
Harley 
A. 
Craig 
Realtor, for appt 
R E 6- 
7511. 


Truly a one ol a kind home. 
5 bdrm , 3 bath on great 
corner lot. Lots of storage 
space with room for boat & 
trailer. Kenneth R. O’Neal 
Realtor, 307 E. Ocean Ave. 
R E 6-3444, eve. svc. 937- 
4552. 


hi FASTACTIOHm the 


Cul-de-sac safety for your 
children. 
Close 
to 
Elementary School & Jr. 
High 3 bedroom. lai bath, 
carpets, 
drapes, 
built-ins 
and many special features. 
Call Casa Realty to inspect, 
R E 6-7561 at902No HSt. 


3 bdrm. home. New carpet 
throughout. 51 1 per cent 
loan is assumable, payment 
115. mo.. PITI. Nice home 
for small family or couple. 
Call 
Kenneth R. 
O’Neal 
Real Estate, 307 E. Ocean 
Ave., R E 6-3444. For eve. 
svc R E 6-2807. 


41 Homes for Sale 


Large M.H. home. Many 
fruit trees & garden area 
Do 
painting 
and 
save 
money 
Wm 
W 
Martin 
Realtor, 203 No. H St Phone 
HE 6-1212. 


Would you like* more room7 
Huy this 4 bdrm . 1Vi bath 
home. Refinance or assume 
present 5‘ i per cent loan 
Seller 
motivated 
Call 
Kenneth R. O’Neal Realty, 
RE 6-3444, eve. svc R E 6- 
2807 


3 bdrm., 2 bath, dbl garage 
w drive thru for boat or 
trailer 
storage. 
Newly 
decorated inside & out VA 
5‘ i per cent loan Pmt $118 
PITI. Assume or refinance 
Asking $17,(HH) See at 3361 
Via Elba 


Four bedroom home in good 
cond ition. 
C a rp eted 
throughout 
Any 
type ol 
financing available. Drive 
by 513 No 6th St and call 
Harley A. Craig, 139 No G 
St., R E 6-7511 


No 
down 
payment, 
VA 
approved $18,000 3 bdrm., 2 
bath, 
fenced 
back 
yard. 
Phone R E 5-2026 or R E 6 
8595. 


43 M usical Instruments 
*###################^###### 
Piano Tuning. 
Repairing, 
rebu ild in g . 
E xpert 
craftsman. Daniel H. Dube 
Call The Music Studio, 125 
W Pine, R E 6-4625 or R E 6- 
8625. 


# # / # # # # # # # # # # # # # # # # # # # # # # # 4 
43 Musical Instruments 


#-,4Г # ч Г.# 
( bickering (¿rand 
piano, 
walnut finish. Phone HE 4 
4103 


Lowry 
Citation 
Theatre 
automatic rhythm, stereo 
c a s s e tte , 
brass 
symphonizer. AOC. 1 yr 
old, 
loaded 
with extras 
$1,000. 
off. 
Conn 
Organ 
Studios. R E 5-1152. 


Baldwin 
54-P 
percussion, 
pre sets, theatrical tremolo, 
$895. 
Baldw in 
81 A, 
auto m a 11 c 
r h v t h m , 
jercussion keyed rhythm, 
new guarantee, $1350 Conn 
Organ Studios, R E 5-1152 


46 Appliances, TV, Hi-Fi 
for Sale 


" V ACUUMCLE ANER# 
DISPOSAL BAGS 
Now on hand 
all leading 
brands; 
also replacement 
hoses, belts and misc. parts. 
R EPA IR S ON ALL MAKES 
Pfaff Sewing Center 
621 No. HSt. R E 6-6019 
Lompoc Shopping Center 


49 Miscellaneous for Sale 


Unique Garage Sale!! Not 
only are we selling the usual 
collection ol treasures but 
also some very worth while 
items at 
bargain prices. 
Among other things we have 
dishes, pots & pans, kmek- 
knaeks. tools, B.B.Q. equip., 
sporting 
goods, 
garden 
tools, saddle & horse equip., 
TV stand, 35 mm tisheye 
lense, luggage, VW parts, 
hardware items, all kinds of 
kitchen 
accès., 
jars 
& 
bottles, 
pictures 
& 
paintings, toys & games, a 
free Travel Atlas will be 
given to first 50 people 
buying items Open all day 
Sat at 4055 Muirfield Place 
in Country Club area. No 
advance calls please! 


49 Miscellaneous for Sale 


Garage Sale May 25 27. 9:30 
a m !o 5 p.in 208 No Y Si . 
R E 
6-0645. 
Many 
rmsc 
items. 


C.C. Rollin Rooms Van < lub 
will sponsot another Car 
Wash & 
Bake Sale this 
Saturday from 10 a m to 
???, at Rav s Mobil, 940 No 
H St., for Flower Festival 
queen 
candidate 
Cathy 
Henneman Best Car Wash 
m town for only $1 50 


(¿as built-in oven & counter 
top 
range, 
will 
s e l l 
separate Also clothes line 
poles Phone R E 6-3032 


Sears 18 in. color port TV, 
14 mo old; dbl bed, cheap. 
Call RE 4-46(8) 


Refrigerator, 
gas 
dryer, 
white formica dining table 
& 
6 
chairs. 
3 
sets ol 
encyclopedias 
HE 6*3209, 
1529 W Pine 


The proven carpet cleaner 
Blue Lustre is easy on the 
budget Restores forgotten 
colors 
Rent an electric 
shampooer for $1 from Mr. 
Paintman in the Lompoc 
Plaza 


Metal shed, 
10 x 6 ft., 
storage etc.. nearly new. 3 
mo. old. assembled. $65. 
Easily moved 200 E. Maple 
Ave. 


Buying A New 


Automobile? 


S E E US FOR 


AUTO LOANS 


F IR ST V A L L E Y 
BANK OF LOM POC 


North H & Walnut Ave. 


RE. 6-7567 


I VERSEN 


m н о т of m ми ms m iK 
PHONE WA. 5-6945 
945 W. MAIN 
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49 Miscellaneous for Salt 


Antiques, returned from a 
9,000 mile buying trip. See 
at the Hour Shoppe, 1200 W. 
Laurel. 
Open 
Wed. 
thru 
Sun., 11 to 5. 


Moving house sale. Must 
sell! 
Bunkbeds, 
$30., 
2 
dressers, 2 night stands, 
port. TV, stereo, 2 desks, 
console, clothes, toys and 
m isc. 
items. 
1501 
W. 
Lemon 


Garage Sale. Lots of goodies 
for everyone, some antiques 
— come early — Fri., Sat. & 
Sun . 9 to 5. 504 No. Lupine. 


Looking 
for 
Sherwin 
Williams paint? Kem-tone 
$7.29 
gal., 
Kem-glow 
Enamel $10.24 gal., Life No. 
450 
Latex 
ext. 
(2 
gal. 
$9.95), Life No. 5100 Enamel 
int.-ext. 
(2 
gal. 
$9.95). 
Rental equipment for do it 
yourself. Cement mix $5.00 
per day, roto-tiller $3.00 per 
hr., 
etc. 
Wills Paint & 
Hardward, Mission Hills. 
RE 3-3100. 


2 
dining 
s ets , 
very 
reasonably priced, fancy, 
elaborate bedroom set, fine 
oak 
rocker. 
The 
Grand 
Manor, Buellton. 


49 Miscellaneous for Salo 


Complete King size bed. 
Call 6-9620 anytime. 


Croatlvo Framing 
Art Supplies A Lessons 
BROADWAY 
ART GALLERY 
900 S. Broadway 
Sant* Maria 


S i mm o n s 
hi de-a-bed, 
innerspring & mattress, like 
new, $85. Call RE 6-1961, 
after 5 p.m. 1024 No. Daisy 
St. 


G.E. 
deluxe 
avocado 
washer with mini basket, 1 
yr. old Frigidaire, deluxe 
elec. dryer 18 lb. cap., 2 
storage or display cabinets, 
lawn seeder, 1 white enamel 
table, 30 cup coffee maker 
elec., 6 ft. aluminum ladder, 
drapes (2 pr. ), 84 lg. x 144 
wd. avocado green, 6 mo. 
old, 2 pr. white satin drapes 
custom made, 41 lg., x 29 
wd., 2 pr. drapes 54 lg., x 26 
wd., all with traverse rods. 
Ladies shoes size 5 4 with 
m a t c h i n g 
p u r s e . 
Hi 
intensity desk lamp, clay 
pots, 
redwood 
planter. 
Come see!! 1200 E. Peach. 


Moving sale: King size bed, 
twin 
bed, 
color 
TV, 
Whirlpool washer, exercise 
bike, girl’s 24 
in. 
bike, 
phonograph & stand. 5 ft. 
toboggan, 
rugs, 
lamp, 
barbeque, 
baby 
bathtub, 
garden hoses. Call RE 6- 
0360. 


4 racing tires on 7x15 rims 
w-tubes. Like new. Ideal for 
auto cross. $25. each. RE 3- 
2208. 


Men's 
Hairstyling 
& 
B a r b e r i n g 
s e r v i c e s . 
Hairpieces, sales & service. 
Crown Barber Shop, 109 No. 
V 
St., 
RE 6-2259. 
Hair 
products 
also 
available. 
S pr a ys , 
s h a m p o o s 
& 
conditioners. 


Moving Sale. All must go, 
furniture, 
dishes, 
sewing 
needs, etc Daily 11 a.m. — 
? 1544 Calle Siete, M H. next 
to Los Berros School. 


Bedroom corner group set. 
$100 
firm. 
Brand 
new. 
Phone RE 6^®0. 


Epi says! Get your haircut 
at his new place 418 North H 
St. Old & new customers 
stop by to say hello, and I 
gotcha Senior citizens and 
disabled 
persons 
(House 
calls at no extra charge). 
RE 5-1063 


Tires for sale. New, F78 x 
15, Firestone, $15., E78 x 14, 
Umroyal, $15.. F70 x 14 wide 
oval Umroyal, $20 
Used, 
Radials, Sears steel. 215 x 
15, $10 , 195 x 14 $10. Call 
866-8995 between 8 4, ask for 
Ken Graves 


Washers $25. up, electric 
dryer $25., 
refrigerators, 
stoves, 
freezer, 
6 
chair 
dinette, 
tables, 
rockers, 
vacuums, 
headboards, 
frames, lamps, much misc. 
Bargain Garage, 315 No 2nd 
St. 


KNITTING M ACH INES 
Yarn Blocking, Designing, 
Custom Knitting 
Rental* 
and Instructions Rug Kits 
Available 


A R L E N E 'S M A C H IN E 
K N IT T IN G C E N T E R 
109 South 'H' St. 
Lompoc 
R E 6 3776 


150cc 
Honda 
$95 , 
55cc 
Honda $65., 55cc Honda $35 , 
blue 
metal 
flake 
Manx 
dunebuggy 
(less 
engine) 
$500., Corvair engine, extra 
parts, runs good $60., small 
VW engine basket case $25., 
older trailer house frame 
$115. RE 3-3935. 


5x7x2 
steel 
body 
utility 
trailer. See to appreciate, 
RE 4-2394. 


Moving Sale: 
Everything 
must go 
including large 
Colonial Corner Piece $300., 
2” Maple Table Set with 4 
Captains 
& 
2 
Admirals 
chairs, $300. & 1966 Ford 
Galaxie $350. or best offer. 
No 
junk. 
Tuesday 
thru 
Thursday. 3693 Via Lato, 
M.H. RE 33115. 


Perry’s Auto Wrecking and 
Salvage. We are now in our 
new location, 613 S. Avalon 
Ave., near city landfill. 


Color TV, 1972 G.E. 19” 
table model, 9 months old, 
$225. or best offer. 3395 Via 
Cortez, M.H. 


Cap’s 
Communications, 
everything 
in 
C.B. 
& 
Communications sales. Top 
notch service. Open Mon. 
thru Sat. 10 to 6. 125 No. V 
St. RE 6-6666. 


Full set of men’s First Flight 
golf clubs. Sold in pro shops 
only, 2 yrs. old, $135. Call 
RE 6-2920. 


Aquariums from 6 gallon to 
super deluxe 110 gallon with 
many optional acces. Also 
large size tropical. Bargain 
prices. Call RE 3-4368. 


QUALITY 
PICTURE FRAMING 
129 No. M* Street RE 6-MI8 
ART SUPPLIES 


RI veroaks Artistic 
Enterprises 
10-6 Wkdays - Saturday 


K e n m o r e 
w a s h e r s 
g u a r a n t e e d . 
D r y e r s , 
freezers, 
refrig erato rs. 
Vernon Service Co. 316 No. 
First St. RE 6-7193. Major 
appliance 
rep airs, 
all 
makes. We honor Master 
Charge. 


Yam 
and 
needlework 
supplies. All major brands, 
rug kits and needlepoint 
canvas. All at the 
YARN HANDICRAFT 
SHOPPE 
m W. LAUREL AVE. 
RE 


Beautiful 
Spanish corner 
grouping, 8 mo. old $250 
Phone RE 6-6129 


Ftr Sole. Like new Caanoa 
FTQL SLR 35mm With 108 
MM Zoom telephoto and 2x 
multiplier 
all 
for 
only 
$250.00. Call RE 3-3022. 


Rebuilt Maytag 
Washers & dryers 
Guaranteed 
Appliance Center 
620 North H St. - RE 6-5566 


Wanted: 
Kenmore 
& 
Whirlpool 
washers, 
any 
d r y er s , 
r e f r i g e r a t o r s , 
freezers, dishwashers. Gas 
& electric ranges. Vernon 
Service Co. 316 No. 1st St., 
RE 6-7193 


53 Pots, Livestock, Poultry 


Horseshoeing — trimming 
guaranteed 
work 
Mark 
Cornejo RE 6-4437 


Free 
German 
Shephard 
puppies, 7 wks old Call RE 
3-2651. 


AKC longhaired Dachshund 
puppies, 
championship 
lines, 1 male, 1 female, red, 
first shots. 
Phone Santa 
Barbara 967-7720. 


Alfalfa, first cutting, $48 
per 
ton 
Gainey 
Ranch, 
Santa Ynez, 688 4014 or 688 
5066 


Now leasing 
permanent 
pasture for horses, $15 per 
mo Call RE 6-3501 


Free to good home German 
Shephard, 9 mo. old male. 
Loves children Phone RE 6 
4367 after 5:30 p m 


Beautiful affectionate Collie 
puppies, whelped March 5, 
phone RE 3 1896 


AKC Great Danes, 15 rno. 
old black spayed female, 18 
mo, old brindle male. 1308 
No First Place, RE 6-6206 


Ms»»*#/##/#####»»#»»#»###»« 
53 Pots, Livestock, Poultry 


Free to good home 
Male 
dog, part Brittany. Please 
take him, or he’ll have to go 
to the pound RE 6-0201. 


Free! 4 kittens, 7 wks. old. 
housebroken. Call RE 5- 
1205. 


AKC 
registered 
Bassett 
hound puppies. 2 males, 5 
f e m a l e s . 
R e a s o n a b l e . 
Championship 
bloodline. 
Call RE 3-3718 after 5:30 
p.m. 


Labrador pups 
for sale, 
AKC registered. 
14 field 
champions 
in 
breeding. 
Very 
reasonable. 
Barr’s 
Boarding Kennels, Arroyo 
Grande 489-2524 


HAY & FEEDS 
1538 PRELL RD., SANTA 
MARIA 
929-3859 or 925-7081. 


Beautiful red 4 year old 
registered Quarter horse, 
mare. 
Ready 
to 
finish 
training. $450. Call RE 6- 
7728. 


61 Automotive Services, 
Parts and Repairs 


Do it yourself. Parts, kits, 
all equipment for tune ups, 
brakes, shocks. Free expert 
advice at Western Auto. 


Automatic 
Transmission 
Complete 
TU N E-U P 
SEAL JOB 
‘6” M9.’i 
+ fluid 
-»- fluid 
AUTOMATIC 
TRANSMISSION 
SPECIALIST 
137 N. T-Lompoc-6- 3*32 


63 Boats & Marine. Equip. 
Aero Equip. 


In stock, 18 ft. Glastron with 
350 Berkley jet. We take 
trade in. Reid Bros. Auto- 
Marine, 2447 So. Blosser Rd. 
Santa Maria, WA 5-5700. 


64 Mobile Homes for Sale 


$2000. 4 bdrm. mobile home, 
10x55 w-20 ft. expando shed. 
Furnished Can be seen at 
space 66, Continental Tr. 
Pk. or phone RE 6-7009 for 
appt. 


1968 Mobile home. 12 x 58 
ft., 2 bdrm., raised ceiling, 
furnished, $4,000. See Mr. 
Flood, 
Sp. 
63, 
Missile 
Village. 


1^ bedroom Southwestern, 
8 x 33 ft., furnished, new 
carpets. Ideal for 1 or 2 
p e r s o n s . 
O c c u p y 
immediately. $950. Call RE 
6-0415 after 5 p.m. 


Mobile bome 10 x 57 ft., two 
expandos, 
2 bdrm., lVfc 
bath, porches & awnings. 
Space 126 See manager at 
Del Norte Mobile Estate. 


Mobile home, 20 x45’. Very 
clean. 
Fully 
carpeted, 
drapes, shades. Priced to 
sell. 
S p a c e 
No. 
14. 
Continental Park. RE 6- 
2119. 


Nashua 18x50 ft , 2 bdrm , 
has skirting, awning & shed. 
$2995 
See manager, Del 
Norte Mobile Estates. 


65 Motorcycles 


Chopper! 1960 H.D 74 Pan 
Head 
15 
in 
extended 
springer, new paint & fully 
chromed 
$1700. or 
best 
offer. Contact Dennis, 866- 
3497. 


Y a m a h a 
100. 
G o o d 
condition, $140. Phone RE 3- 
3410, 1559 Calle Miro, M.H. 


1972 Suzuki 185 cc Like new, 
oly 870 miles. $539. or best 
offer. Phone RE 6-9793 after 
6:30p.m. 


1973 
Huqvarna 
250 
CR. 
Mikuni carb. & adaptors, 
Skyway, 
diamond 
chain. 
$900. or trade for older bike 
and cash Honda CT 90. Just 
overhauled. 
Buddy 
seat, 
plus 
many 
extras, $250. 
firm. 
All 
steel 
3 
bike 
motorcycle 
trailer, 
full 
equipped 
and 
licensed. 
Spare tire incl., $200. RE 6- 
7261 or see at 904 W. Lime. 


Chopper. Street or show, 
$3,000. Only interested party 
phone 688-3310 days or RE 6- 
1682 eves, after 9 p.m. 


Kawasaki Mach HI, 500cc, 
$400. firm Call RE 6-2854 
after 4 p.m. or inquire at 
4291/2 No. N St. 


Honda 
350 chopper, 
full 
custom, hard tail, raked, 
molded, metal flake. See to 
appreciate. $975. Call RE 6- 
2037. 


For Sale. Like new low 
miles ’71 Kawasaki Mach 
III 200cc motorcycle. Sale 
priced at $700. Call RE 3- 
3022 


71 
Suzuki 
250cc Savage. 
Moving, must sell! Phone 
RE 6-3772 after 3:30 p.m. 
wkdys., anytime wknds. 
##########################« 
66 Trucks for Sale 


72 Ford pickup, P-S, P-B, V- 
8, mag wheels, 5,000 miles, 
$3,000. Call RE 6-4252 or RE 
6-7811. 


67 Autos for Salo, Used 


Moving 
must 
sell! 
66 
Mustang, auto trans., P-S, 
air cond., 
new 
tires 
& 
brakes. Good cond. Call RE 
6-6840. 


69 Toyota Crown, 6 cyl., A- 
C, A-T, $1400. Call RE 3- 
3803. 


67 Mercury 9 pass, wagon. 
New tires, brakes, shocks, 
auto., A-C, P-S, P-B, P-W. 
$850 Call RE 6-3158. 


C.C Rollin Rooms Van Club 
will sponsor another Car 
Wash & 
Bake Sale this 
Saturday from 10 a.m. to 
???, at Ray’s Mobil, 940 No. 
H St., for Flower Festival 
queen 
candidate 
Cathy 
Henneman. Best Car Wash 
in town for only $1.50. 


72 Cougar XR7. 351 engine, 
A t, P-S, P-B, A-C, P-W, AM 
tape, 
radial tires. $3995. 
Phone RE 4-3065 


68 GTO convt., good cond 
Call RE 5-1249 


64A Campers, Travel 
Trailers for Sale 


71 Datsun pick up & 6 pk 
cam per, 
package 
deal, 
$2800 Overload springs, air 
cond., low mileage, jacks. 
Call RE 6-9756 or RE 6-5042 


1964 Holiday Rambler. 17Vas 
ft. self 
contained camp 
trailer. Sleeps 6. very good 
cond. Call RE 6 0944 


1971 VW camper with pop 
top tent, radio, clean Make 
offer. 3781 or 3782 Uranus, 
V V RE 3-2756 


1972 Dodge “Chinook" 18 
plus motor home Like new, 
low 
mileage, 
can 
be 
financed $7,995 Phone RE 
6-6093. 


Motor home for rent 
By 
day, week, month 
Also, 
travel 
trailer, 
EZ 
lift 
hitches and air conditioners 
installed Harts! icld Trailer 
Supply, 139 No I St., RE 6 
4477 


65 Motorcycles 


1972 Yamaha 650 Must sell, 
moving to East (.’oast 3.000 
miles, 
customi zed, 
excellent condition 
Take 
payments or $1,090 Phone 
RE 6 8124. 


Wanted, 
Yamaha Enduro 
seat Hi exhaust, used, (.'all 
WA 2-5337 


J IM M IE LONG 
TOYOTA 


203 EAST OCEAN AVE. 


LOMPOC 


RE. 6-1295 


ASK ABOUT OUR 


LEA SE PRO G RAM 


1968 Cougar 302, P S, P-B, 
auto , excellent condition. 
$13(8) Phone 922 5308 


1966 
F or d 
Kanchero. 
Rebuilt 289 V 8, std trans , 
radial tires, an shocks, etc 
Excellent throughout $950 
Phone RE 4 2975 


Dunebuggy, 
VW 
frame, 
Corvair drive train 
Best 
offer over $360 Also Corvair 
engine 
Ik 
trans , 
$60 
Assorted lumber Call RE 5 
1445 


66 Cadillac De Ville Very 
nice Hi clean, all power Hi air 
cond 
Excellent condition 
Below book at $995 Phone 
BE 4 5702 


1972 Toyota Corona Deluxe, 
4 
dr., 
A T , 
an 
cond., 
warranty, 6,000 miles, $2450 
Two 3 speed bicycles, man 
Hi womans, Shuriano gears, 
almost new, hoth for $75 
Call RE 4 2910 


67 Autoi for Sal«, Used 


69 Datsun 510, 4 spd , air. 
$750 64 Ford, P-S, P-B, good 
transportation. 
$250 
Call 
RE 6-3837. 


1970 Dodge Super Bee, 383 
mag., 
auto, 
trans., 
1972 
Dodge Demon 340, auto, 
trans. Also 396 Chevy parts. 
Call RE 3-3312, ask for 
Gene, after 5 p.m. call RE 
3-3172. 


70 Ford 
Ranchero, 
new 
paint, vinyl top, V-8, air, 
automatic, new tires. Must 
sell! Evenings, call RE 3- 
3808. 


71 LTD, 2 dr., 429 4-V A-C, 
P-S, disc brakes, factory 
stereo, bucket seats. Very 
clean, low mileage. Phone 
Helmer Harkson, RE 6-7567, 
home RE 3-2136. 


62 
Ford 
Falcon 
station 
wagon, 6 cylinder, 3 spd., R 


Hi H, $100. or best offer. Call 
RE 6-3575 after 5 p.m. 
weekdays, anytime Sat. & 
Sun. 


70 
Mustang 
Mach 
I, 
exceptionally clean, white 
with red plaid interior, P-S, 
P-B, A-T, 33,000 mo. $1995. 
Cali RE 4-5702. 


1968 
VW 
fastback, 
good 
cond., $1100. or best offer, 
must sell, going overseas! 
Call RE 4-2352. 


1969 Corvette coupe. 350 V-8, 
factory air, auto, trans., 1 
owner, 41,000 actual miles. 
Phone RE 6-0830. 


72 Buick Skylark. P-S, P-B, 
factory air, tilt steering, 
tinted glass, 
only 
13,300 
miles. $3500. Phone William 
Brooks. RE 4-1006. 


1969 Dodge Charger, 440, 
auto., P-S, P-B, R Hi H, new 
tires Hi interior. Excellent 
condition. Asking $1750. 1971 
Suzuki T-500. Call RE 4-2653. 


65 Corvair, 
4 spd., 3 new 
tires. $300. 3659 Via Gala, 
M.H. 


65 Coupe De Ville, $995. 64 
Studebaker, 
$295. Console, 
piano $650., 2B Hi W TV. $25. 
RE 3-2364. 


1957 Corvette, completely 
renewed. 
$2200. 
or 
best 
offer. 1966 Mustang, needs 
valve, $400. Phone RE 4- 
5306. 


Any persons interested in 
j o i n i n g 
“ C. C. 
R OLLI N’ROOMS 
VAN 
CLUB,” phone 
RE 6-0990 
after 
6 
p.m. 
wkdys., 
anytime wknds. Many club 
activities are planned for 
summer. 


1978 
Ford 
Maverick, 
standard tran., 6 cylinder. 
Excellent condition, $1,000. 
One owner. Call RE 6-8682. 


1966 
Dodge 
Dart, 
$650. 
Phone RE 6-7870. 


67 El Camino, 327, rebuilt 
engine, excellent condition, 
good tires, auto-trans, R & 
H, mags. $925 or best offer 
Phone 5-1543 between 4-8 
p.m. 


1966 Ford 
station wagon 
Original owner. $600 Call 
RE 6-5481. 


We pay top wholesale price 
for late model used cars Hi 
trucks. Contact used car 
Mgr Beattie Mtrs. RE 6- 
4515 


—Public Notice— 


HiTlTHMJSBlSINKSS 
NAME STATEMENT 
The following person is doing 
business as 
Merrit it Huberts Co 
Barracks 8211 Km 7 
PSC 2 Box 6768 
Vandenberg Air Force Base 
Vandenberg, Cal 03437 


Timothy Terrance Burkett 
PSC 2 Box *>7b8 
Vandenberg AFB, Calil 03437 


This business is conducted by an 
individual 
Signed 
Timothy T Burkett 


This statement was filed with the 
County Clerk of Santa Barbara 
County on April 12, 1073 
CERTIFICATION 
I 
hereby 
certify 
that 
the 
foregoing is a correct copy of the 
oi iginal on file in my office 
J K LEWIS, 
County Clerk 
By LAIJKASOANS 
Deputy Clerk 


10747 
4T May 3, 10. 17 24, 1073 


TV in review 


By RICK DU BROW 
HOLLYWOOD (UPI) - 
Deeply human stories at the 
Senate Watergate hearings 
were televised Wednesday 
in 
the 
continuing 
live 
network coverage. 
Many viewers who may 
have 
felt 
swamped 
by 
previous intricate material 
undoubtedly 
found 
less 
c omp l ex 
W e d n e s d a y ’s 
accounts 
by 
two 
e x­ 
policemen. 
In addition, there was a 
lengthy statement involving 
a lawyer-client relationship. 
One 
of 
the 
two 
ex­ 
policemen, John Caulfield, 
who worked his way up to 
high 
Washington 
circles, 
depicted 
himself 
as 
a 
middleman trying 
to be 
loyal to all his friends. 
He indicated he put a high 
value on loyalty, and said it 
extended from his work to a 
man 
he 
found 
himself 
dealing with in a middleman 
capacity, 
his 
longtime 
friend Jam es McCord. 
Answering questions by 
the 
Senate 
Com m ittee, 
Caulfield’s responses and 
manner tended at times 
toward a personal tone. 
Then there was the other 
ex-policem an, 
Anthony 
Ulasewicz, 
whose 
earthy 
replies to the committee 
gave the hearings some 
genuine humor. 
According to the m aterial 
in Wednesday’s hearings, 
Ulasewicz also served a 
middleman 
function— for 
Ca ul fi eld, 
c o n t a c t i n g 
McCord. 
Sen. Howard Baker, in 
questions to Ulasewicz, got 
some colorfully expressed 
answers from him about his 
areas of knowledge. 


The other part of Wednes­ 
day’s hearings that gave a 
generally personal tone to 


— Public Notice— 


S U P E R I O R 
COURT 
OF 
CALIFORNIA, 
COUNTY 
OF 
SANTA BARBARA 
312 E. Cook St., 
P.O. Box IMS, 
Santa Marla, CA 93454 
CASE NUMBER 
SM 12736 
SUMMONS (MARRIAGE) 
In re the marriage of Petitioner: 
MAUREEN V. SEARFOSS and 
R e s p o n d e n t : 
DAVID 
W 
SEARFOSS 
To 
the 
R espondent. 
The 
petitioner has filed a petition 
concerning your marriage. You 
may file a written response within 
30 days of the date that this 
summons is served on you If you 
fail to file a written response 
within such time, your default may 
be entered and the court may enter 
a judgment containing injunctive 
or other orders concerning division 
of property, spousal support, child 
custody, child support, attorney’s 
fees, costs, and such other relief as 
may be granted by the court 
If you wish to seek the advice of 
an attorney in this matter, you 
should do so promptly so that your 
written response, if any. may be 
filed on time 
Dated May 16,1973 
J E Lewis, Clerk 
By S R Llamas, Deputy 


Grossman & Cox 
i Attorneys at Law 
! Post Office Box 458 
• 
' 121 North H Street 
l Lompoc. California 93436 
j <805(736 8555 
I Attorneys for Petitioner 


4T - May 24, 31, June 7 it 14.1973 


— Public Notice— 


NOTICE TO CREDITORS 
SUPERIOR 
COURT 
OF 
THE 
STATE OF CALIFORNIA FOR 
THE 
COUNTY 
OF 
SANTA 
BARBARA 
No SM 1256A 
Estate of CHARLOTTE AMAN­ 
DA 
BUETER, also known as 
Charlotte A Bueler, Deceased 
NOTICE IS HEREBY GIVEN to 
the creditors of the above named 
decedent that all persons having 
claims against the said decedent 
are required to file them, with the 
necessary vouchers, in the office of 
the clerk of the above entitled 
court, or to present them, with the 
necessary 
vouchers, 
to 
the 
undersigned at the law offices of 
Grossman 4 Cox, 121 North R 
Street, P O Hox 458, launpoc 
California 93436, which is the place 
of business of the undersigned in all 
matters pertaining to the estate of 
said decedent, within four months 
after the first publication of this 
notice 
Dated May 1,1973 
JOHN D SMITH 
STELLA AGNES SMITH 
Executors of the Will of 
the above named decedent 
GROSSMAN 4 COX 
121 North M Street 
I* O Hox 458 
lamipoc California 93436 
(805*736 8555 
Attorneys for Executors 


First publication May 3,1973 


4T 
May 3, 10, 17, and 24, 1973 


the proceedings was the 
lengthy 
s t a t e m e n t 
by 
Gerald 
Alch, 
f ormer 
McCord lawyer, 
McCord and Alch differ 
sharply 
in their stories. 
McCord 
has 
a l r e a d y 
a p p e a r e d 
be for e 
the 
committee. Alch felt com­ 
pelled to detail his position, 
and did. 
A ll 
t h r e e 
m a j o r 
commercial video networks 
carried 
the 
proceedings 
again Wednesday, but some 
of 
t h e i r 
b r e a k s 
for 
advertising messages came 
a t 
m o s t 
i n oppor tune 
tim es— interrupting 
the 
continuity. 
“ Variety,” by the way, 
carried 
a 
story on 
the 
networks’ ad revenue losses 
during their live coverage of 
the hearings, noting: 
“ Lost advertising billings 
per day are estimated to be 
about $300,000 to $350,000 


each for CBS and NBC, and 
about $250,000 
for 
ABC, 
which has a shorter daytime 
schedule.” 
The story adds: “ While it 
hurts to lose ad dollars even 
in 
a 
redhot 
year, 
the 
Watergate 
hearings have 
been 
a 
break 
for 
the 
networks 
on 
one 
level, 
easing the strain of keeping 
the soap operas going during 
the writers’ strike ” 
ABC-TV says its Pacific 
satellite service provided 
subscribing 
television 
outlets in the Far East with 
a 
10-minute 
videotape 
report 
of 
highlights 
of 
Caulfield’s 
appearance 
before 
the 
committee 
Tuesday. 
The satellite report, says 
ABC-TV, 
was 
fed 
to 
a 
Honolulu station, to Nippon 
Educational 
Television 
Corp., Tokyo, and to the 
Nippon Television Network, 
, also in Tokyo. 


Officer honored 
at retirement 


Lt. 
Col. 
Victor 
M. 
Stockbridge 
received 
the 
Meritorious Service Medal 
recently during ceremonies 
on his retirement from the 
U.S. Air Force. 
Stockbridge, who has been 
chief of Requirements and 
Guidance Operations with 
the Space and Missile Test 
Center’s (SAMTEC) Space 
Test Group for the past 
three years, will remain at 
Vandenberg with UNIVAC’s 
C o m m a n d 
G u i d a n c e 
Support 
C ontract 
with 
SAMTEC. 
Although 
a 
native 
of 
Quincy, Mass., Stockbridge 
spent considerable time in 
California 
during 
his 
career. Besides his most 
recent tour with SAMTEC, 
he 
w as 
a s s i g n e d 
to 
Vandenberg from 1964 to 
1967 in Air Force Logistics 


— Public Notice— 


NOTICE TO CREDITORS 
SUPERIOR 
COURT 
OF 
THE 
STATE OF CALIFORNIA FOR 
THE 
COUNTY 
OF 
SANTA 
BARBARA 
Ne. SM 1257» 
Estate of JOSEPH W. BRACE, 
also known as Joe W. Brace, also 
known as J. W. Brace, Deceased. 
NOTICE IS HEREBY GIVEN to 
the creditors of the above named 
decedent that all persons having 
claims against the said decedent 
are required to file them, with the 
necessary vouchers, in the office of 
the clerk of the above entitled 
court, or to present them, with the 
necessary 
vouchers, 
to 
the 
undersigned at the law offices of 
Grossman 4 Cox. 121 North H 
Street, P. O. Box 458, Lompoc, 
California 93436, which is the place 
of business of the undersigned in all 
matters pertaining to the estate of 
said decedent, within four months 
after the first publication of this 
notice 
Dated May 1.1973 
LAWRENCE C GROSSMAN 
Executor of the Will of 
the above named decedent 
GROSSMAN 4 COX 
121 North H Street 
P O Box 458 
Lompoc, California 93436 
(805 * 736 8555 
Attorneys for Executor 


First publication M ay3,1973 


4T — May 3.10,17 and 24. 1973 


Command. 
He also was 
assigned to the Air Material 
Area at San Bernardino for 
two years and he received a 
M a s t e r ’s 
D e g r e e 
in 
Business 
Administration 
from 
the 
University 
of 
Southern California. 


Stockbridge began his Air 
Force career as a pilot. 
After his own training, he 
was a flight instructor at 
Bryan, 
Texas. 
Other 
assignments have included 
tours at Wright-Patterson 
AFB, Ohio, Mountain Home 
AFB, Idaho, two years in 
the Philippines and a tour in 
Vietnam as a H-3 Jolly 
Green Giant Pilot. 


Among 
his decorations 
are 
the 
D istinguished 
Flying Cross, the Air Medal 
with two oak leaf clusters, 
the 
Meritorious 
Service 
Medal, the Bronze Star, the 
Air Force Commendation 
Medal and the Air Force 
Outstanding Unit Award. 
Stockbridge and his wife, 
R e n e , 
w i l l 
l i v e 
in 
Vandenberg 
Village 
with 
their four children, Victor 
•15, Brian 13, Michael 12, and 
Julie 11. 


— Public Notice— 


FICTITIOUS BUSINESS 
NAME STATEMENT 
No. 11861 
The following person is doing 
business as: 
KEY TRAVEL SERVICE. 
3006 De La Vina S t, 
Santa Barbara, Calif. 
BENDE LAMBERT 
234 Los Alamos Ave 
Santa Barbara, Calif 93109 


This business is conducted by an 
individual 
Signed BENDE LAMBERT 
This statement was filed with the 
Courty Clerk of Santa Barbara 
County on May 14.1973 
CERTIFICATION 
I 
hereby 
certify 
that 
the 
foregoing is a correct copy of the 
original on file in mv office 
J E LEWIS, 
County Clerk 
by MARIANNE EMERY 
Deputy Clerk 
(SEAL i 
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.. Aa 1$-Hale CfcaaptaaaMp 
Paktk Gatf Facility 
Opea 7 Days A Week 


L A D I E S ! 


PLAY GOLF F R E E ! 


Any Saturday ar Sunday aftarnaan - 
whan accampanitd by ragular graan 
faa playar. (Manor woman). 


LOCATED S MILES WEST OF ОПОЯТ ON MCtfWAYI 


RANCHO MARIA QOLP CLUB — Ittt Cetmelle BO. 
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CARNIVAL 
by Dick Turner 
A N D Y C A P P by Reg Smythe 


VD(/Vf BEEN 
7 e c i h j i \ 
i c o c A i 


EM M Y LOU by Marty Links 


? 
? 
? 
? 
” 
It wat only Htnry, 
Mildred . . . now wnat 
were you saying?" 


SEEIN' 4ER FANCi- 
WOMAN ASAH 
RKjH T?!j 


* 


iOU^EBEBNO/ERAT ^ 
Ш MOTHER^ GETTIN' 
SiMIWHi/rnN.RlGHT?.' 


PRISCILU'S POP 
by Al Vermeer 


\ A i3/)fí>¿O A 5->4 
"G ive him a chance, Dad! Sparky wants to be a folk 
singer and he feels the only w ay is to practice on folksl" 


CAPTAIN EASY 


OH, Р-Р-РБАК1...ГМ \ 
^ R R y ...I 
■&WERVEP RI0HT №J 
FRONT OF you: 


by Crooks & Lawrence 


ALLEY OOP 
by Dove Graue 


ALL V'GOTTA DO, SUNNY, tS 
MAKE LIKE A BIG OL' MEAN 
FISH AN' VOJ'LL SCARE 
THOSE CRITTERS RIGHT 
OUT OF TH' WATER / 


T U M BLEW EED S by Tom K. Ryañ 


THE BORN LOSER 
Ъ шм'т ИАо Л т ш е 


ikj т ю h o u rs! 
6 Ю 1 \ 


by Art Sonsom 


l ^ - m E U r t D l U Í O W e w e ' ^ I P I C U ' T ' S W l I T l U í é A 
HAVeU'T OÜWT MlWltJCi?, ^ éCCO KETCHIN' SPOT! 


CAMPUS CLATTER with BIMO BURNS 
by Larry Lewis 


5 - 2 4 


WINTHROP 
by Dick Covolli 


BUGS BUNNY 


TH IS IS МУ 
B U SY DAY... 
м а л / с ^ ... 
SEV BR A d . 
BIG D EA LS 
PENDING... 
SSJARFR... 


^ 
1 H OPE 
AM?OCHlN' 
MY CRACKERS 
AN 'CA TSU P 
K E E P S UP 
V E R 
STREN G TH ! 


ER...W OULPVAAAIND 
ST E P P IN 'O Y E R H EREr 
I NEED VOUR H ELP! 


NEVER TOO BUSV 
TO R E N D E R 
A SSIST A N C E 
I D A P A L ... 
"\ ^ R R P ' 


tif rieimdahl & Stoffel 


1 HOPE y o u REALIZE VOU A RE 
STRAIN IN G THE BO N DS O F OUR 
FRIEN D SH IP TO THE BREAKING 
-w PO IN T! ------^--------- ^ i 
V - 
iSit 


THE BADGE GUYS 
by Bowen & Scbwori 
mir. ser BLomR. 


сю А гт L o a ( H IM U P 
чет. не% (ЮГ ю PO 
ю м вгнт FIRST / 


\ 
SIGN laöHT THERE, 
you MAY APD A 
COMMEWT IF VOU 


ВО/, THIS IS REALLY 
Е Ю Т Ш ! THREE 
AOüE GIÖNATURE9.. 


=^4 
I t n И N1* tM 


ANP IÍL HAVE THE 
AUTOGRAPH OF EVERV 
MAN ON THE TEN 


т 
я г m N T E p u 
s t ! 


EEK & MEEK 
by Howie Schneidor 


I M tA H VUHtNEVtR I'M IN 
H £R£ I tX> ALL THt TALKJNG.I 
VtXI N eV № SAY A N V m iN SI ^ 


I T 
//' 


r 


III! 
1M *»t 4 t »«< ОИ 


HOtU fO M € ViDU NCVt P *^ Y AMT 
THING, JOHN ? ftOKj COML VOU 
N tLtN TALK? MOUj a iH t . X ltV Jl 


t 


mH 


S ä 


SHORT RIBS 
by Fronk O'Ntol 


LITTLE PEOPLE'S PUZZLE 


le 


• 1*11 k| Ц1чШ ••***« • 
•• 
NaoH '8 'dOi -9 'asnow r 'лз>1 e 
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On the Table 


Antwan to rrovioui Гик1а 


ACROSS 


1 Breaded pork 


5 Vegetable 


9 - - roast of 


12 ^ lo w 
13 Teen-age 
problem 
14 Egg (comb, 
form) 
15 Ot tlie south 
pole 
17 Faucet 
18 Exploit (var.) 
19 Moorish 
kettledrums 
21 Umlorm 
23 Negative word 
24 Goddess of 
infatuation 
27 Frosted, as a 
cake 
29 Tears 
32 Gorgon 
(myth.) 
34 Disregard 
36 Arranged m 
a row 
37 Shnriier 
38 Hrutle (comb, 
form) 
39 Plant part 
41 LitUe (Scot.) 
42 Siouan Indian 
44 Bewildered 
46 Overdue 
paymenta 
49 Feminine 
appellation 
&3 King (Pr.) 
34 InatrucUon 
periods 
36 Greek letter 
37 Israeli 
statesman 
38 Native metals 
3 9 B esk k 


60 Rational 
61 Painful 
DOWN 
1 Rugged rock 
2 Sharpen, as a 
razor 
3 Kqume tidbits 
4 Prattle 
5 Anatomical 
pouch 
6 Chemical 
hydrocarbon 
7 UisUnct part 
8 Nut 
9 Beverages 
10 EHipsotdal 
11 Spinning toys 
16 Readjust 
20 Carried 
22 Habitat plant 
forms 
24 Candlenut 
trees 


25 Far off (comb 
form) 
26 Newspaper 
feature 
28 Watercourses 
30 Premium 
(ab.) 
31 Wheys of 
milk 
33 Amalgamate 
33 Heraldic bars 
40 South Pacific 
sea 


kiUi(4C1h8 


13 Desert garden 
spoU 
45 Cars 
46 Fxtent 
47 Roasted (Fr.) 
48 Biblical name 
30 Mackerellike 
fiah 
31 One who 
irritates 
32 Essential 
being 
35 Compass point 


1 
Г . T " Г ' 
Г .. i 
Г " • 
Г " to 
Т Г 


\2 
13 
14 


15 
1« 
17 


11 
■ 
” 
. 
21 
. 


■ 
t 
24 


Й 


З Г ■ 
JF9 


a 
30 
31 


36 
1 
» 
IJpг ■ 
7ГH 


« 
1 
4« 


33 


47 
M ' 
ST p 


k) 
61 
62 


M 
67 
ii' 


56 
Ш 
i r 
J Ü 


(NlWiearit INTIiriltl AtIN ) 


J L O M R O j ^ ß K C O H D 
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OPINIONS 


The columns of the Lompoc Record are 
open 
to 
all 
expressions 
of 
opinion 
consistent with good taste and the laws. 


The Record's aim is to present facts in its 
news columns and opinions in its editorial 
columns. 


Campaign reform 


It is like the weather — everybody talks 
about it but nobody does anything about it. 
We refei specifically to the necessary 
reform legislation needed in the financing 
of election campaigns. 
11 Watergate doesn t do anything else, it 
should certainly prompt some fast and 
effective legislation in this regard. The 
m a n e u v e r i n g , 
c o n c e a l m e n t 
and 
procedures 
involved 
in the 
campaign 
contributions 
of 
the 
1972 
presidential 
elections were disgraceful to any decent 
American citizen. Something must be 
done. 


Two Senate Democrats in the State 
L e g i s l a t u r e , 
c i t i n g 
“ W a t e r g a t e 
revelations," have proposed what can be 
considered as tough reform legislation to 
finance state general elections campaigns. 
They propose the use ot taxpayer funds 
and the clamping of a $100 lid on individual 
contributions. The measure is co-authoied 
by 
15 
othei 
Democrats 
and 
two 
Republicans m the Senate and Assembly. 
Under 
the 
refoim 
legislation, 
the 
measure would limit spending by major 


On the right by William Buckley 


party candidates in a statewide general 
election lor general election for governor 
to about $1.2 million. Nominees for other 
statewide 
offices 
such 
as 
lieutenant 
governor would be limited to spending 
$250,000 to $300,000. Assembly candidates 
would be restricted to $22,000 and Senate 
candidates to about $38,ooo. The formula 
for expenditure would be based on the total 
number of registered voters m a party 
divided by two. 
The measure would not apply to primary 
elections because the vast numbei 
of 
c o nt enders 
would 
be 
e x t r e m e l y 
complicated. It is hoped, however, that 
some formula may be worked out for the 
primary. 
Public financing of elections certainly 
has 
been 
a 
controversial 
subject. 
However, in light of scandal, perhaps a 
different perspective can be gained. The 
State 
measure 
proposed 
would 
cost 
taxpayers about $20 million over a four- 
vear period — a sum said to represent 25 
cents a year per taxpayei 
It could be a 
cheap price to pay to gain the integrity so 
needed now in our electoral process. 


Watergate 


It is too early to predict the 
s tr a te g y 
of 
th e 
D e m o c r a tic 
m ajority, but it is clear that the 
Ervin C om m ittee seek s right aw ay 
to erase any convenient blurs within 
which 
Richard 
Nixon 
and 
his 
dim inishing com pany of servants 
and adm irers can hide. If the public 
is persuaded that the C om m ittee for 
the R eelection of the President w as 
in fact an adjunct of the White 
H ou se, 
then 
any 
c r im e 
or 
abom ination 
com m itted 
by 
the 
R eelection C om m ittee contributes 
to 
the 
obloquy 
in 
which, 
it 
is 
m odestly clear, the investigating 
staff desires to suspend the Nixon 
Adm inistration 
No doubt the staff 
believes that that is where the Nixon 
Adm inistration belongs. No doubt 
there is a special pleasure that 
attaches to the prosecution of the 
overbearingly righteous. I im agine 
that 
even 
em ong 
the 
ranks 
of 
retiring monks of great spiritual 
resolution, volunteers could have 
been got to touch the light on the 
pyre 
that 
consum ed 
the 
saintly 
Savonarola 
Senator W eicker, 
in 
called 
for 
the 
whole 
truth 
and 
nothing 
but 
the 
truth, was not doing 
m ore, really, than 
Mr. Nixon him seli 
did in his television 
speech 
That was probably the last chance 
the President had 
to steer the 
country in the direction ot what one 
might call Chappaquiddick solution 
He thus stoked not only the healthy 
curiosity ot his Iriends, but also the 
prurient curiosity ol his enemies 
The 
former, 
invited 
by 
the 
President to trust in the outcome of 
any investigation, could not easily 
suggest 
that 
an 
overweaning 
curiosity 
about 
the 
meaning 
ol 
everything that passed Irorn the 
White House to members ol the stall 
ol CREEP 
every memorandum, 
every conversation, every innuendo 
was unwarranted 
Meanwhile Mi 
Nixon s critics, 
always willing to believe the worst 
about 
him, 
took 
tin* 
curdling 
sanctimony ol 
his 
speech as a 
personal challenge to upioot arty 
scintilla ol evidence linking the 
President to Watergate, or to the 
subsequent ellort to isolate the case. 
The 
Chappaquiddick 
solution 
ol 
Senatoi Kennedy, with ol course the 


appropriate 
m odifications, 
would 
have disarm ed Mr. Nixon s critics, 
and m ade the investigation a much 
m ore 
lis tle s s 
a ffa ir. 
Senator 
Kennedy, far from encouraging a 
m eticulous public investigation of 
the 
Chappaquiddick 
affair, 
took 
refuge in a grand jury proceeding 
which m those days w as reliably 
confidential, 
suffered 
a 
grave 
dim unition of his reputation, but by 
no 
m eans 
a 
m ortal 
one. 
The 
obm utescence of the President in 
the past fortnight suggests that he 
knows now the grave m istake he 
m ade on the evening of April 30. 
There is som ething in Mr. Nixon 
that is at war with his generally 
sound political judgm ent. It is the 
com pulsion to self-justification. He 
gave one other very bad speech 
during his Presidency. It w as when 
he decided to send A m erican troops 
into Cam bodia. He begged, and even 
dem anded, that the whole of the 
A m erican public should endorse his 
decision, indeed that the Am erican 


public should understand it is an act 
of great 
m ilitary and above all 
extra-m ilitary statesm anship 
Asked so to declare them selves, 
Mr. N ixon’s critics, who ordinarily 
would have said sim ply “ Count m e 
ou t,” w ere driven instead to express 
th eir 
d em u rra l 
by 
v io le n tly 


denouncing 
Mr. 
Nixon 
and 
his 
works. Today, Mr. N ixon’s critics 
are 
sh o w in g 
a 
c le n c h e d -fist 
determ ination to ca ress and dangle 
before the television cam eras every 
conceivable 
datum 
that 
m ight 
substantiate a presum ed knowledge 
by the President of W atergate and 
its squalid afterm ath. 
The senior D em ocratic leadership 
in 
C o n g r e s s 
is 
r e m a r k a b ly 
restrained on the subject precisely 
because these are gentlem en who 
know 
that 
the 
su ccess 
of 
the 
prosecutorial staff of the Senate 
C om m ittee m ay be in inverse ratio 
to the best interests of the republic. 
What if, after a half dozen w eeks of 
hearings, the only truly plausible 
conclusion is that Mr 
Nixon w as 
“ guilty” ? What then? 
Isn’t even a censure against an 
unwilling President som ething of a 
paralyzing aw kw ardness? Henry II 
presented him self before the altar 
to be flogged to atone for the murder 
of Thom as a Becket, and returned 
plausibly to his throne. This he could 
not have done it he had been dragged 
to the Hogging post by force And 
this is why in responsible circles 
there is little joy in the prospect of a 
p rotracted 
em b a rrassm en t 
of 
Nixon, and great concern about how, 
exac tly, to chart the road back 
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Speaking of reform 


The three faults in the Am erican 
form 
of 
govern m en t 
are 
all 
brilliantly illustrated in the fix we 
are in now over W atergate. By an 
e x t r a o r d i n a r y 
h i s t o r i c a l 
coincidence they are all present at 
one tim e. They explain why no other 
modern dem ocracy has our system . 
They show why unless som e radical 
change is m ade by legal m eans w e 
shall probably be forced ultim ately 
to 
m ake 
the 
change 
by 
m ore 
dangerous m eans. 
The first fault is that after an 
election one party m ay control the 
White House and another Congress. 
That happened, spectacularly, last 
Novem ber. It has happened before, 
of course, and w e have struggled 
along with it. But by a policy that 
seem s alm ost crazy, Mr. Nixon in 
N ovem ber 
declined 
to 
take 
a 
conciliatory line to the D em ocratic 
Congress and from the very first 
bullied, aggravated and outraged his 
antagonist which w as like getting 
into a cage with a sullen lion and 
slapping it. 
The second fault is the frozen 
f o u r - y e a r 
t e r m . 
U n d e r 
a 
p a r l i a m e n t a r y 
s y s t e m 
if 
a 
credibility collapse occurs a vote of 
no confidence is taken for g rim ed , 
then an election and a new m anda.e; 
you read about it happening abroad 
all the tim e. Other countries just 
take the escape hatch for granted. 
But our 18th-Century governm ent 
lacks it. It is like a building with no 
fire-escape. 
Today 
we 
have 
a 
President 
who 
probably 
can t 
govern and we are stuck with him 
for 
three 
years. 
Im peachm ent; 
resignation ? hardly likely. Quaintly 
enough, 
Mr. 
Nixon 
last 
week 
em braced the M ansfield proposal of 
a Constitutional am endm ent to let 
the chief executive serve only one 
term , for six years. So if burglaries 
discredited him in the first year, we 
should have him and his W atergate 
clow ns for live years, and couldn’t 
chuck him. 
The third fault is one-m an rule. 
The 
US President 
is a kind of 
elected monarch, w hereas the job 
requires collective parliam entary 
team wisdom ; it has grown too big 
for one man 
It is the peculiar 
contribution of Mr. Nixon that he 
has 
exaggerated 
this 
isolation 
beyond that, w e believe, of any 
other President. M ost Presidents 
have regular group consultations 
with som ebody or other, norm ally 
the Cabinet. Theoretically this isn t 
vital 
If P residents were all Abe 
Lincolns it would be different. But 
t h e y 
a r e n ' t . 
M o s t 
p r o t e c t 
them selves: 
even 
the 
egregious 
Harding, besides his crooks, had 
Hughes, Hoover and Mellon in his 
cabinet 
The strong man lor Nixon w as 
John M itchell 
He w as a kind ot 
father 
figure, 
the 
second 
m ost 
power! u! man in W ashington As we 
look back on M itchell, the bond 
salesm an, we think his advice w as 
universally bad We cannot, really, 
rem em ber any exception to this. As 
cam paign m anager in 1968 M itchell 
helped 
bring down 
an initial 
16 
percent Nixon lead over the all but 
m ortally wounded Humphrey after 
the Chicago convention, to win by 
less 
than 
I 
percent, 
he 
was 
responsible loi 
the Carswell and 
H ayncswortb fiasco, lie backed the 
“ law and order 
1972 
m idterm 
cam paign, another 
Hop 
he was 
slapped down by his own suprem e 
Court on black voting rights, and on 
the outrageous doctrine ot inherent 
P r e s i d e n t i a l 
p o w e r 
to 
tap 
telephones without court order; and 
In* is up to Ins neck now, so lar as we 
can judge, in W atergate 
What a 
sight it was the oiher day on CBS 
docum entary to see three tlashback 
Mit< licit interview s in which he sell 


righteously denied any knowledge of 
W atergate, followed by a fourth in 
which he said, yes, the law less 
proposal had been discussed th n ce 
in front of him. He brought no 
prosecution. 
T hat’s our 
law-and- 
order leader. 
It seem s to us, in retrospect, that 
Mr. Nixon recognized the w eakness 
of 
ou r 
s e p a r a t i o n - o f - p o w e r s 
governm ent 
and 
w as 
trying 
to 
change it in his own way, a way we 
don’t approve, 
but that we can 
understand because we, too, think it 
is outm oded. He tried to centralize 
things under his control; he tried to 
cow Congress for good, and he 
advanced 
doctrines 
of 
executive 
authority which really would have 
changed our system for keeps. You 
can ’t read over Richard Kleindienst 
as Attorney General telling a Senate 
com m ittee that the President has 
power 
to 
tell 
2,500,000 
Federal 
em ployees not to testify, or recall 
the 
crowd 
at 
the 
White 
House 
arrogantly 
a ssertin g 
that 
the 
President has the ultim ate authority 
to spend, or not to spend, m onev 
votdM 
by 
C o n g r e s s 
( i . e . , , 
im poundm ent), without feeling that 
we w ere just on the verge of a 
change in our form of governm ent. 
W atergate has halted executive 
dom ination, we guess. At least for 
the tim e. But are we really just 


going back to the “old system 
again, which many are demanding: 
— 
the 
possibility 
of 
stalem ate 
elections again with no recourse; 
the frozen four-year term ; the built- 
in 
pressure 
toward 
Presidential 
usurpation 
sim ply to get 
things 
done? Surely in the nuclear age this 
won’t do. Mr. Nixon proposes a 
constitutional 
am endm ent 
for 
a 
change in Presidential tenure; while 
we are about it (if we ever get out of 
this W atergate m essi why don't we 
e x p lo r e 
half 
a 
dozen 
other 
am endm ents to give us a more 
flexible system . 


M e a n w h i l e 
t h e 
E r v i n 
investigation 
com m ences. 
Some 
law yers object to the procedure. 
They say it precludes a court inquiry 
and that publicity by Ervin will 
m ake it im possible to send anybody 
who is guilty to jail. We think this 
m isses the point. This trem endous 
affair in the m arble Caucus room of 
the Senate is not the subject for a 
normal 12-man jury, you and I are 
the jury, the nation is the jury This 
is a folk-m oot by A m erica 
The 
defendant, whether we like it or not, 
is the President — he and the men 
around him, and his Administration. 
Did he take proper precautions; how 
did he surround him self with such 
people; did he know? 


Graphs by Vaughn Proctor 


Agri news 


Several w eeks ago, Ray Oakes, 
science 
coordinator 
for 
Lompoc 
Unified School D istrict told of a visit 
he m ade to the site of a landmark 
experim ent in agriculture developed 
by 
the 
Environm ental 
R esearch 
Laboratory at 
the U niversity of 
Arizona. 
1 
won’t 
try 
to 
recall 
the 
exact 
w ord in g 
of 
the 
presentation Oakes 
m ade to the school 
board, 
but 
rather 
will 
quote 
from 
m aterial 
he 
gave 
m e 
later 
on 
the 
subject. 
The m aterial talks about “ lood 
f a c t o r y , ’’ 
and 
‘c o n t r o l l e d 
environm ent 
greenhouses.' 
and 
“ l a r g e - s c a l e 
p o w er-w a ter-fo o d 
fa cility .” 
But 
let's 
tackle 
the 
problem 
chronologically so the ground can be 
covered in this one colum n 
The agriculture part of this story 
and the m ain part began in the early 
1960s when efforts to devise a solar 
engery p rocess to reduce the cost ol 
desalted w ater, 
spun off into the 
eonviction 
that 
the 
university 
scien tists had overlooked a m ore 
m anageable 
energy 
source 
than 
sunlight and a source that was going 
to w aste: That was nam ely, the 
unused energy dispelled into the 
a t m o s p h e r e 
f r o m 
i n t e r n a l 
c o m b u s i o n 
e n g i n e s 
H e a t 
exchangers, what ever they are. 
w ere attached to the exhausts and 
the water jackets ol the engines 
These now provide Hu* heating loi 
a unit that m akes 2.4(H) gallons ol 
fresh water a day 
The 
experience 
spurred 
the 
e v o l u t i o n 
ol 
new 
kinds 
ot 
greenhouses, to use Hie words ol 
Oakes m aterial 
greenhouses “ in 
which hum idity, tem perature and 
watei 
consum ption 
all 
can 
bo 
carefully m odulated 
Actually most ol this wmk by the 


university took place in H erm osillo. 
M exico 
H i g h - q u a l i t y 
t o m a t o e s , 
cucum bers and 16 other vegetables 
have been grown directly in beach 
sand 
at 
the 
location 
— 
“The 
necessary nutrients are m ixed in 
with the irrigation w ater, and only 
enough water is applied to irrigate 
the root zones The enclosures act as 
barriers to insects and diseases 
In 1969 word of the experim ent 
reached 
the 
Arabian 
Uenmsula 
sheikhdom ol Abu Dha and its ruler. 
;Sheikh Zayed gave the university a 
grant to establish one ot the units in 
that country 


The facility located on live acres 
ot sand dunes went into fullscale 
produc tion of vegetables in 1972 
Late 
in 
1971 
the 
university s 
laboratory designed a second large- 
scale food factory on the Fort Yuma 
Indian R eservation. 


The first com m ercial application 
ol the idea was developed at Tucson. 
Ariz . by Environm ental Farm s I lic­ 


it 
is 
interesting 
to 
note 
that 
Sadiyat 
Island, 
location 
ol 
the 
facility in the Arabian province, at 
the tim e ot the1 first environm ental 
developm ent 
was 
a 
roadless, 
w a terless 
exp an se 
ol 
dunes, 
uninhabited, except lor fam ilies ot 
fisherm en who occupy 23 palm 
frond huts. 


The change since the Arid Lands 
R esearch Center was built there* has 
been 
rem arkable, 
according 
to 
reports 


In time tIn* m anagem ent, control 
and extension ol the program will be 
turned over to the local natives 


Monev tor the research lias com e 
from 
Hie 
State* ol 
Arizona. Hie 
R ockefeller Foundation. Iron* the 
g o v ern m en t 
ol 
the 
Arabian 
province. 11«»in Superioi 
Farm ing 
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W ELLEN K A M P'S 
LOCATED NEAR 
M AIN IN THE 
OLD "A FCO " 
STORE 
ELLENKAMPS 
W A R E H O U S E 
a n d 
S H O W R O O M 
FURNITURE 
• 
APPLIANCES 
• 
TV 
• 
STEREO 


O PEN Mon. thru Fri. \ 0 to 9: Sat. 10 to 6: Sun. 12 to 5 


M A IN STREET 


N O RTH 


BRAND 
L in v a l u e ] 


BOTH FOR 
Space Saver/ 
HANDSOME CHEST-BID 


Versatile chest-bed has four roomy drawers, a storage 
compartment and a bed on top! Decorator styled, 
with walnut or chestnut finish. Comfortable mattress 
available. 
URDUS MAYO 
WASHER AT 
BIG SAVINGS! 


The luxurious matched mattress and box spring combination is 
available for your sleeping comfort. It features a beautifully quilted 
top and sewn side walls. 


Famous Maytag dependability in an all 
fabric washer built for years of reliable 
service! Features include family size capa­ 
city; 3 water level controls and tempera­ 
tures; fabric softener dispenser and lint filter. 
Comfortable, handsome 
h i g h - b a c k 
st yl i ng. . 
Upholstered in colorful 
easy-care vinyl. 


After a hard day's work take a 
relaxing seat in the Feel Good 
Chair... This sensational recliner 
heats to relieve a tired back, 
vibrates at variable intensities 
and adjusts to three positions of 
comfort. 


jl5TRE$SED MAPI 
WIVEL BAR STOO 


Colonial design, with 
rich 
maple 
finish. 
Free • turning seat, 
steady & stable 4- 
legged support.Beau­ 
tiful at a bar, also 
great for extra seat­ 
ing in kitchen, den or 
family room. 


LANE 
CEDAR 
CHEST 


A Sweetheart Chest by Lane, with 
oak 
veneer, 
select 
hardwood 
solids and molded styrene p la­ 
ques... Plus wide base draw er 
and upholstered black vinyl top. 


Cleverly contoured to cradle you in comfort! 
Deep foam, tufted, attached-pillow back and 
seat.., Rich, oak-finished accents. The look of 
luxury, with luxurious comfdrt! 


204 NORTH BIOSSIR ROAD, SANTA MARIA ■ PHONE 922-5111 
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VALUE! FIRST 
BRAND NAMES! ______ 


■ 
. HOME TRIAL!. ONE YEAR IN-HOME SERVICE! 
Z . 5 YEAR PICTURE TUBE WARRANTY! 


With your choice of a n y color TV from our h u g e selection of R C A or S y lv a n ia 1973 Color TV Consoles. W e l l e n k a m p 's has ta ken all the g a m b l e out of bu y in g 
color TV with the lowest prices, largest selection, free hom e trial a n d the best w a r r a n t y on the central cost 


YOUR CHOICE 
*398 


25" DIAG. RCA COLOR 
CONSOLE TELEVISION 


• Ultra-bright black matrix picture tube 
• R C A 's best Powerful Accu-Color Chassis 
• Accu-Tint - RCA's one-button automatic for 
natural flesh tones 
• Fiddle-free Automatic Fine Tuning 


295 SQ. IN. SOLID STATE 
COLOR CONSOLE 


• T E C H N A 3 - 1 0 0 % Solid State M odular 
Instant Touch Tuning 
• Fully Automatic • Spanish or Mediter­ 
ranean Cabinet 
• 5-year Color Picture Tube W arranty 
PORTABLE COLOR TV RIOT!! 


yo u r ch o ice 
DCA 18 or KNITn 
COLOR PORT ABLE T V S 


18" DIAGONAL 
'73 RCA COLOR 
BIG SCREEN TV 


Family-size color viewing that's 
portable, and 
at 
a 
portable 
price. One-set VHF fine tuning. 
Two plug-in AccuCircuit modules 
for easier servicing. Vivid color 
from 
high 
performance 
color 
tube. 


100% SOLID STATE 19" Diagonal 
PORTABLE COLOR TELEVISION 


This luxury set has all the 
latest automatic controls built 
in... automatic tuning, auto­ 
matic tint and color control... 
and it provides the brightest 
picture on the market today! 


$298 


FAMOUS ZENITH 
FAMILY SIZE 
COLOR TV SET 


Super sharp! Big screen! C om ­ 
pact! 
Delightfully-styled 
Zenith 
quality portable color TV. Top 
carry handle. Sunshine Color TV 
picture tube. 
Zenith 
high-per­ 
formance chassis. Super video 
range tuner. 


GENERAL ELECTRIC PORTABLE 
COLOR TELEVISION SET 


• Porta 
Color 
IN-LINE 
LINE Picture Tube System 
• 3-Inch Front Speaker 
• UHF Solid State Tuner 
• VHF Pre-Set Fine Tuning 
Control 


TOTAL 
STEREO 
MUSIC 
CENTER 


ELICTROPHONIC STEREO SOUND SYSTEM PLAYS 
8-TRACK TAPE AND 
RECORDS... PULLS 
IN 
AM/FM/FM MULTIPLEX BROADCASTS 


8-track stereo tape with both auto 
matic and pushbutton program selec­ 
tion. 
A 
stereo 
4-speed 
automatic 
record changer complete with diam ond 
stylus and 
dust cover. A M /F M and 
FM stereo radio. A full-range 2 spea 
ker audio system 
mounted 
in 
twin 
enclosures. Plus a 50 watt IPP am pli­ 
fier. 


YOUR CHOICE 1973 R.C.A. STEREO AND 
GIANT 8 FOOT MUSIC CENTER 


NEW -73 RCA 
STEREO & BUILT-IN 
8-TRACK STEREO 
TAPE UNIT 


Hear records or tapes in dynamic stereo 
sound on this budget priced RCA con­ 
sole 
stereo. 
8 track 
player 
features 
automatic or m anual program selection 
with lighted 
track 
indicator. 
Feather 
Action 
tone 
arm 
& 
diam ond 
stylus 
protect your records. Two 9 " oval duo 
cone speakers. 


YOUR 
CHOICE 
177 


GIANT 8-FOOT MUSIC 
CENTER W/ALL CHANNEL 
AM/FM RADIO 


Surround 
yourself 
with 
thrilling 
steryo sound! This long, low, beauti­ 
fully-styled music center delivers top 
quality 
performance. 
Solid 
state 
record player included. 


PG 7 


FIRST IH VALUE! FIRST IN BRAND NAMES! 


2-DOOR AUTOMATIC 
RiFRIG. FREEZER 
«158 


High density insulation, no defrosting, wide range 
climate control, directed lighting, full width adjustable 
shelves, door shelves in both compartments, twin 
crispers, 
true 
zero degree Fahrenheit freezer. 
In 
Avocado, Coppertone, Harvest Gold or White. 


FRIGIDAIRE 2-DOOR 
NO FROST REFRIG. 
«198 


This Frigidaire Cylca-matic refrigerator-freezer has all 
the many extra conveniences you'd expect in a custom- 
deluxe model... Including a separate 120-lb. zero 
zone freezer, big Hydrator, sliding shelf, deep door 
shelves, butter compartment, shielded automatic light. 


PHILCO GIANT 16 cu. ft. 17 CU. FT "FROST FREE' 
I 
REFRIG. FREEZER 
I 
REFRIG. FREEZER■ 
*238 


This giant-capacity refrigerator-freezer is loaded with 
deluxe features! You'll particularly appreciate the big, 
separate crosstop freezer with fast-freeze ice cube 
trays, plus many other extras. Designed with the 
family in mind, engineered for efficiency and built to 
last! 
«278 


Features large, 166-pound capacity freezer section 
and built-in rollers for easy cleaning. No defrosting 
ever, in refrigerator or freezer. A truely full-feature 
refrigerator-freezer, and it's available in your choice 
of Avocado, Harvest Gold, Coppertone or W hite. 


G.E. 17.6 CUBIC FT. 
REFRIG. FREEZER 
*298 


Roomy, no-frost freezer holds up to 165 lbs., has 
deep freezer-door shelves and Jet Freeze ice com­ 
partment for fast freezing. Separate temperature 
controls, roll-around wheels for easy cleaning. 


M AKE EVERY DAY MOTHER'S D A Y ., 
with the FAMOUS GE DISHWASHER! 
4|euft/Ckoice4 
GENERAL ELECTRIC 
Portable or Built-In 


fé* 
vip 


MOBILE 
MAIDE 


2-level 
Thoro-Wash, 
Power-Flow washing 
mechanism. 
Built-in 
soft 
food 
disposal. 
Automatic detergent 
dispenser. 
C o n v e n ie n t 
silver 
basket. 


A 


«128 


BUILT-IN 
AUTOMATIC 


Deluxe 
features 
include 
2-level 
T h o r o - W a s h , 
P o w e r - F l o 
mechanism, built-in soft food dis­ 
poser, double detergent dispenser. 
Designed 
for easy loading 
and 
unloading. Built for long, trouble 
free service. 


FAMILY-SIZE 
FREEZER 
*148 


Convenient, upright design allows easy access to 
frozen foods, takes less floor space. Deep in-door 
shelves for convenient storage of most-used items. 
Quick freeze in all areas. 
FIRST IN VALUES! FIRST IN BRAND NAMES! 


Buy 
w i t h 
c o n ­ 
fidence! 
Big, 
18- 
pound 
capaci t y. 
No-Heat Air Fluff 
s e t t i n g . 
S a f e t y 
o o r 
s w i t c h 
feature. 


Fully-automatic, 
16-pound 
capaci­ 
ty, normal & gentle 
wash, 
4-position 
water temperature 
selector, 
w asher 
Sanitize setting. 


SPECTACULAR SELECTIOHS IH FRIGIDAIRE! 


FRIGIDAIRE “FLOWING NEAT" 
■ 
¡ ¡ ¡ ■ 
I 8-POUND 
В В В И 
DRYER 


FRIGIDAIRE 16 POUND 
4-CYCLE ■ 
■ 
W A S H E R ^^B 


GENERAL ELECTRIC 
18-PO UND^H 
WASHER 


Three water tern 
perature 
combi 
nations. 
Filter- 
washi ng 
system 
dispenses 
deter­ 
gent automatical­ 
ly, removes lint as 
it washes clothes. 
Timer dial show s 
washer's progress 
thru cycle. 


FIRST IN VALUE! FIRST IN BRAND NAMES 


! 
x o U 
K 


S i m m o n s I № 
K R O E H L E R O 


Makar 01 Famous BEAUTY REST MAmESSES 


Queen Size 


-A-Bed 


Contains Mattress By Maker of Famous 
BEAUTY REST MATTRESS 


A trim, thin-line tuxedo arm sofa that handsomely 
com plim en ts 
a n y 
c o n te m p o ra ry 
setting^ 
Upholstered in 1 0 0 % nylon cover, in your choice of 
seven smart colors. Opens with ease to become a 
comfortable, super-size bed! 


YOUR CHOICE 
*199 


> 


FAMOUS KROIHLER 
RELAXER 
RECLINER 
Two-position 
Relaxer 
with 
built-in foot rest, button- 
tufted 
channel 
back, 
soft 
polyurethane foam padding, 
tough 
Naugahyde 
cover... 
Super 
com fort 
at 
super 


savings 


^ ■ m â r b ë l e ît e ^ H 
CIGARETTE TABLE 


LUXURY SOFA BY DAY! 
FULL-SIZE BED AY NIGHY! 


A superior solution to space problems! Smart, tailored- 
look, 69-inch channel back sofa flips open to become a tuM 
size 54-inch by 72-inch bed... Complete with a Dura-Fresh 
treated, Tri-Lux foam mattress. Famous Kroehler Citation 


construction. 


FAMOUS KROEHLER 
ROCKER 
RECLINER 
Two-position rocker-relaxer 
soothes 
a w a y 
tension! 
Sm art 
styling 
features 
biscuit back, cutaway key 
arms, box seat. Buy now at 
relaxed price! 


LA-Z-BOY 
FAMOUS 
LA-Z-LOUNGER 


Famous-for-comfort 
l a - Z - B o y 
I a • Z * 
Loungers now at never- 
so-low prices... M ade 
possible by a special, 
factory purchase! Buy 
now: This pre-inflation 
price won't repeat! 


Exquisite little accent table 
makes a lovely addition to 
livingroom, boudoir, den... 
a n y w h e r e ! 
B e a u t i f u l 
Marbeleite top with your 
choice of woodtone or an­ 
tique base. 


f&VINGS ON WROUGHT 
« 
t A ! * C T r r F M O R I E S 


CHAIR 


4 - 
WALLf 
SHELF 
rtf 


inn 


c l 


MUSIC 
STAND 
FLOWER 
STAND 


CLASSIC 
HALL 
CONSOLE 


Superbly smart styling and as 
handy as it is handsome... Plus 
gold velvet insets key your decor 
to the newest trend. 


* v -1¿11 
-nL l 
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HIGH BACK VELVEY 
SWIVEL ROCKER 
LUSH SWIVEL 
ROCKER IN VELVEY 


Handsome 
wrought 
iron 
. . . to 
lend 
the 
perfect 
decorator accent 
to 
any 
room. 
At 
this 
low 
price, 
you 
con 
afford 
to 
use 
them here, there, ond ev­ 
erywhere! 
Take 
your 
choice! 


YOUR CHOICE 
Versatile comfort plus dis­ 
tinguished 
styling! Tran­ 
sitional 
rocker 
is 
velvet- 
upholstered, 
with 
con­ 
trasting 
welt 
and 
soft- 
skirted base. 


The look is luxurious! This 
beautiful transitional rocker 
is covered in a shaded pile 
velvet with contrasting welt 
and skirted base. 


■tu 
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SHOP THIS MAGNIFICENT 
BEDROOM FOR STYLE, 
VALUE AND SAVINGS! 
3 MAJOR PIECES! 
e DRESSER e MIRROR 
FULL OR QUEEN SIZE HEADBOARD 


4 %r*éÊÊÈY4 


9-draw er triple dresser with elegantly-molded drawer fronts... 
Complimented by the spacious mirror with matching, molded 
fram e... and the handsome headboard, featuring carved 
molded panels usually found only on sets selling for hundreds 
of dollars more! Fine quality craftsmanship throughout, such 
as the dustproofed and center-guided drawers, make this 
another marvelous Wellenkamps value! 


j 


PG 
4 


YOUR CHOICE OF CONTEMPORARY or EARLY AMERICAN! 


’70 SAVINGS ON 88-IN. LONG 
SOFA IN FABULOUS HERCULON! 


Kroehler C ita tio n design features to d a y 's new look tuxedo styling in this 


luxuriously-long 88-inch 
contem porary 
sofa. . . H e a d 
to toe in 
fabulou s 


Herculon that shrugs off stains a n d is Perform ance-Tested for extra w ear. 


Extra com fort a n d quality features include deep cushioning, h idden caster 


m obility, arm caps, Kroehler's super-strong d o u ble-dow e led fram e, a n d more! 


I 


// 


THE CAPE COD: CREATED BY KROEHLER, 
IN THE EARLY AMERICAN MODE 


You'll feel right at hom e with the co m fo rtab le elegance 
of this E a rly 


Am erican C itation s o f a ... A n d you'll be com fortable, too, know ing that 


Kroehler sofas g o into m ore homes than any other in the w o r ld ... O u t­ 


standing design, worthy construction (starting with the extra strong, d ou b le 


dow eled fram e) and reasonable price m ake Kroehler the first choice of 


discrim inating, w ell-inform ed hom r-m akers. 


MASSIVE 
DECORATOR 
SOFAS 


SPANISH TUXEDO SOFA 
WITN WOOD ACCENTS 


Elegantly »tyled tuxedo $ofa, beautifully detailed with charming Spaniih wood accents. This handsome sofa 


offers you untold luxurious comfort with deeply tufted styling and layer upon layer of luxurious foom for 


unusual seating comfort. For that look of Spanish Grandeur this excitingly styled sofa offers you more than 


you could possibley imagine at the fabulously low, low price. 


HIGH BACK 
4 PILLOW SPANISH SOFA 


Luxuriously quilted on all sides, this massive and handsomely-styled sofo 
offers 
the 
ultimate 
in 


discriminating 
decorator 
designing 
Mostercrofted for years of duroble comfort 
and 
sin­ 


cere compliments from both family and friends 
You'll 
thrill 
at 
the 
tremendous, 
unbeatoble 


savings 
you'll 
en|oy 
during 
this 
exciting 
sale . . . Actually, 
this 
sofa 
has 
been 
sold 
in 
the 


post for twice the price! 


COMPLETE, ENCHANTING, 7-PC. ROOM SET 


, . 
GRANDEUR ef SPAIN 
\ \ \ 
IN LUSH VELVET 


D e c o ra to r in sp ire d 
The g u e ss w o rk h a s been take n out of 
c o o rd in a tin g the 
perfect 
living 
ro o m 
g ro u p 
to 
b rin g 
old 
w o rld e le g a n c e to yo u r hom e 
The soft touch of lush velvet 
with co ntrastin g velvet welts a d d rich b eau ty to so fa 
a n d 


love seat alike 


AIL 7 PIECES 


• I ' Selo 
* Cecktoil Table 


• leve Seel 
• Cemmerie Table 


• Hexagon Table 
• Two Tbie lamps 


MEDITERRANEAN CLASSIC IN RICH TUFTED VELVET 


Skillfully, artistically 
ancf 
beautifully 
co o rd in ated , this d eco rato r inspired g ro up ing gives your 


room 
that 
breath taking, 
all-together 
effect 
you'd expect to achieve only with the expensive 


services of 
a 
professional 
interior 
decorator. Rich, soft velvet, with contrasting velvet welts, 


accent an d highlight the lush beauty of sofa and love seat. 


A TRULY FABULOUS SELECTION 
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BaplY 
5-PC. COLONIAL 
MASTERPIECE 


^ 
IM 
^ 
miRACli 
VICTRA 


H to o l solu, nieilr h in g ch an , cocklcnl fable, h e x a g o n ta b le 
conrm ode 
fa b le The d e e p cu sh io n a n d channel b a c k envelop yo u in fo fal c o n d o if 
S o fa a n d m cifchiny chair cue styled utter liu e 
liu d itio n a l d e sign with 
w in g arm s, p le a te d flounce a n d h ig h b ack 
A n d Ih e y 'ie co ve ie d in 
Veclrca, the new fab ric that is fa d e a n d stain lesistiint! 


3-PIECE 
EARLY AMERICAN 
SOFA-LOVE SEAT-CHAIR 


FOR LASTING GRACE AND CHARM 


Q u ilted la ve seal, 
sotci 
a n d 
choir 
with 
the 
e n d u rin g 
ch arm 
of 
O ld 
C u p e 
C o d 
plus the c o iy co m lo rl of m o d e rn construction 
C lotted w ith d e e p foam 
cu sh io n in g 
a n d 
m eticulous 
ctetciiling 
e n h a n c e d 
b y 
the 
iich 
w arm th 
o l 


glo w in g, m a p le w o o d trim 


P G S 


SPECTACULARS 
THE KING SIZE MATTRES 


MATTRESS AND 
BOX SPRINGS 


SIMMONS 
BEAUTYREST 
FLOOR SAMPLE SALE 


COM E SEE OUR SENS?|[!°c|AL 
ONCE-A-YEAR SAVINGS! 


■ mm ■ ■ J 
A 
R 
B 
Y 
THE WORLD FAMOUS MAI 
SIMMONS BEAUTY REST 


ORTNO DELUXE 
Beautifully-matched set in­ 
cludes two box springs and 
luxuriously-large, king-size 
mattress... Regal comfort. 


BY THE WORLD FAMOUS MAKERS OF 
Я И Ш Й Ш М Й Й И В Ш Й В аМ ИАТТЕЕЕЕ AND 
BOX SPRINGS 


SIMMONS 
TWIN SIZE SET 
SIMMONS 
FULL SIZE SET 
SIMMONS 
q u e e n Siz e set 
$69 
$79 
*119 


SIMMONS 
KING SIZE SETS 


ORTHO DELUXE 
QUEEN ENSEMBLES 


Sensational low price for Queen site mat* 
trett and box spring. Fits easily into your 
room. Fives comfort and supportl 


%169 


SALE 
PRICED $88 


TWIN OR FULL 
BEDDING ENSEMBLE 


S t u r d y 
t e m p e r e d 
st eel 
I n n e r - 
insulatinsulation. Rich quilted cover. Spring 
unit with durable Sisol. 


NOW 
JUST m 
SENSATIONAL SAVINGS ON CORNER GROUPS 
^ ^ ^ ^ ^ ^ h w it h m u sic... 


CONTEMPORARY 9 PIECE 
■ 
DECORATOR CORNER GROUP] 
IN IRRESISTABLE HERCULOn ! 


■ATTRACTIVE Df CORATOR 
EAST-CARE CORNER CROUP 


Easy-care decorator uphoLtered in the new 
wet look. A complete corner grouping that 
adds a welcome note to your den or living 
room. Durably constructed for years of ser­ 
vice and smartly designed to suit the most 
discriminating decorator. 


YOU COULD PAY UP TO $229 ELSEWHERE! 
This group is all quality thru 
■ i 
and thru! Full top grade FIRM 
A 
mattresses, 
2 
box 
springs, 
2 
U 
richly 
quilted 
coverlets 
in 
a 
■ 
choice of patterns, 2 covered bol­ 
sters, and a heavy edge walnut 
Formica corner table. 
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*79.95 Student Detk 


•79.95 Stan d in g Mirror 


•79.95 Poudre Table 


• Satin-smooth antiqued white finish... brushed with gold- 
color accents. 
• Topped with high-pressure plastic for easy-core. 
• Delicate curves, cabriole legs, decorative medallions. 


‘ H EA D BO A R D A N D FOOT B O A R D 


l n A b Ditutr 


49” 
Drawer 
Night Stand 
39” 
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è Brewer 
Lieferte Cheti 
89” 


S Brewer 
Che » t-ее* Che »t 
99” 
204 NORTH BLOSSER 
, SANTA 


PG. 6 
-PHONE 922-5741 


the Porterville Recorder, Merced 
Sun Stor, Lompoc Record, Santa Maria Times, Oroville Mercury Register, Red 
Bluff Daily News, Ukiah Daily Journal and Mend© 
Lake A dvertiser. 


IDAY WEEKEND 


ДЛОIVTG ОАЛ E R Y 


SALE ENDS 
SATURDAY 


Look 
inside 
for 
more 
fantastic savings! 
Special buys and a few items at our every­ 
day low prices, too. Just say "Charge It!". 


S A V f j H 


REO. 13.99 


48 UTILITY FLUORESCENT 
2 
fast-start 
^ ^ 9 9 
40W bulbs, all 
hardware incl. 


7 , 


***** 
,4' 


r 


SPORTACULAR! 


^ 
^ 
I ä c r is p y c o o l cu lo ttes 
AND SHORTPANTS SETS 


SPECIAL 
BUY! 


Summer’s carefree, washable cotton/ 
polyester or rayon blends! Two from 
a colorful group' See pantsuits, too! 
Misses’ 2-piece set, half-size culotte. 


In W a r d t D re ti Departm ent 


n .9 t> °rfL 


MEN’S POLO 
SHIRT SALE 


$ i 
FOR 
- 


' 
» 
RIG. 4 FOR 7.96 
Bright new tones! 
M achine-w ash 
cotton. S-M-L-XL. 


ж 
A\.. 


NTH* 1ЛА1М 
S A V t 
» a t 


INTERIOR SEMI-GLOSS 


Dries in 30 
4LQQ 
m in . 
In 2 5 
modern colors. 


B U Y 1 


- 
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NEW BIKINIS... 
i "W OW ” VALUESI 


GARDEN HOSE BARGAIN 


50-ft. long green 
plastic hose has 
Va" inside diam. 
a per customer! 
99< 


Many sizzling ЩШ 
with hallar top«»] 
quick-dry acryliccrapa 
in hit solids and prints. 
Mhoos* dhuwi-' 80-3 0« 


", J 


CHILD’S 
SLEEPWEAR 


REGULAR 
1.69-1.99 
1 
3 8 


ANY 4 FOR $ 5 чь 


I Cotton or cotton- 
polyester. 2 to 7. 


15X25" KITCHEN TOWELS 
M a c h i n e - w a s h ______ 


cotton 
terry. 3 ,0. 7 7 « 


> 
■ 
■ 


MERCED 
W U T O U V f AT •••" PM O NI 733-07S I 
O N N MON., TUO., SAT. «iS« TO é P M . 
wm . титл., p m . «»«о т о « p .m . 
OROVILLE 


M O A T TO * P M . — «UN. N O O N ‘Hi S P M . 
RED BLUFF 
It V R M M PLAZA — PH. »37-4700 
OPtN DAILY «>30 TO S:30 P M . 
FRIDAY TIL * P M . 
SANTA M ARIA 
I S I S S. »ROADW AY — »ROADW AY PLAZA 
PH O NI «33-4411 
«RON. THRU FRI. — 10 A M . TO « P M . 
SATURDAY 10 A M TO 4 P M . SUN. N O O N TO S P M . 
UKIAH 


^ *.Э0 TO l i M P.M. 
PORTERVILLE 
POR H R VILLI PLAZA, STS W«*T H IN D I R SON - PMONI 7*1-4000 
OP IN MON. IN SÙ »AT. * 3 0 TO 4.00 PM . 
FRIDAY «.30 TO • P M - »UNOAY NOO N TO S P M . 


APPUANC!» ANO CARPCT» ALSO A V A IL A S U CARSO N CITY 
CATALOO STORI IS O ! N. CARSON ST. M 3 -3 1 S 4 


MAJOR APPIIANCIS. THUS ANO CA RPI TINO 
A R I AVAILARLI AT OUR PARADISI STORI 


7-14 GIRLS' 
BIKINI PANTIES 


O for y y ( 
Cotton prints 
nylon tricot sol­ 
ids, lace trims. 


SPORTACULAR! 


SPECIAL BUY! 


Be cool as can be in super 
tank tops . . . color-mated to 
shorts for the coolest look 
around! Choose yours with 
straps thick or thin, in solids 
with contrast trim. S-M-L 


SNAPPY SHORTS... 
COOL, CAREFREE KNITS I 
44 


SPECIAL BUY1 


BUY WHAT YOU NEED N O W - 


JUST SAY “CHARGEJTI” 


SMOCK TOPS 
FOR 7-14's! 
2 96 


Prints, solids, 
polyester-cot- 
ton. No ironing. 


OUR E 
' l \ 
AND GIRDLES 
DDAY AT WAR 


/ 


TEAM UP TEXTURIZED POLYESTER KNITS FOR 
SUN-AND-FUN... AT WARDS LOW, LOW PRICES 


Snap up these knit-hits for the 
Summer scene! Comfy pull-ons 
with elasticized wide waist­ 
band. In snazzy stripes and 
jacquards. Misses' 10 to 20. 


TANK TOPS...TOP OFF 
SUMMER’S SHORTS I 


WOMEN'S, TEENS’ COOL SUMMER 
SANDAL, AMAZING LOW PRICE! 


W alk In airy comfort. Try 
Wards thong sandal with cush­ 
ioned insoles, adjustable 
buckle. In white for your Sum­ 
mer fashions, at Wards now! 1 
99 
REGULAR 
LOW PRICE 


\ 


V ' 


SAVE 
*5 *^ 0 38% 


CHOOSE RUN-RESISTANT 
OR ALL-SHEER PANTYHOSE 
74PAIR 


Regularly 99c. Run-resis­ 
tant mesh nylon ... won’t 
run below a snag. Colors; 
proportioned-fit. Sizes. 


Nude heel panty style. 


Regularly 1.29. All sheer 


nylon waist-to-toe; very 
glamorous! Fashion col­ 
ors; proportioned sizes. 


CHILDREN’S PLAYWEAR AT 
LOW SALE PRICES 


GIRLS’ 3 TO 6X SHORT SETS 
FOR COOL AND ACTIVE PLAY 


2-pieces in lots of lively little styles, 
patterns to choose. Machine-wash- 
able and dryable polyester-cotton; 
no ironing needed. Sizes 3 to 6X. REGULARLY 3.99 
2 
66 SET 


SHOPPERS If! 
SPECIAL! % 
A 
; »a 


PRINT PLISSE PAJAMAS 


Machine-wash cot­ 


ton; little or no 
ironing needed. 
Boys', girls' sizes 
9 to 18 months. 
9 9 


REG. 1.49 


► 
1 


1 ..Ì1 


FINE ACRYLIC YARN 
FOR KNIT FASHIONS 
6 6 
PULL 
SKEIN 


Knitters, here’s acrylic yarn 
priced so low you can buy 


armloads! See lots of luscious 
colors; non-allergenic, pill-re­ 
sistant; 4 ounce, 4 ply. 


3 z 


A A O N T G O /V X E R Y 


BOYS COOL IT 
WITH TANK TOPS 
IN GREAT COLORS 


FOR5 


REGULARLY 1.99 EACH 


Scoop up these summer 
heat-beaters now! M a ­ 
chine wash polyester-cot- 
ton; no iron. S, M, L, XL. 


SAVE 1.55! JEANS IN 
W ILD LOOK PLAIDS 
44 


REG. 4.99 


Flares go zesty! Great 
plaid looks in machine 
washable cotton. Slim 8- 
18; reg. 8-20. Hurry in! 
Regular 5.99 Huskys’ 
Sizes 10 to 20.....4.44 


BOYS* WALK SHORTS 
IN TOUGH DENIM 
1 
8 8 


REG. 2.99 
/ 


Cotton denim cut-offs are 
great for camping, all 
round fun !Machine wash­ 
able. Slim 8-16; reg. 8-18. 


Regular 3.49 Huskys* 
Sizes 10 to 1 8.....2.44 


it 
BUY WHAT YOU NEED NOW-^/ \ 
JUST SAY “CHARGE IT!"/ 


I 


- 


■ ••Jill 


< 
1 
HALF PRICE! 


MEN’S KNIT DRESS SHIRTS IN NEW-NOW 


PATTERN HITS— BUY NOW FOR HUGE SAVINGS! 


Don’t miss out! Get today’s sought-after knit dress shirts 
at an incredible price! Enjoy the comfort and neat- 
keeping looks of polyester-nylon knits; no ironing need­ 
ed. Latest long point collar style with half sleeves. Lively 
patterns, fashion-rich colors. 141/2 to \6Vt. Hurry! 
SAVE 1.12 Reg. $3 Color-cued ties., .now only 1.88 


Outstanding Quality 
S u p a n o r in V alu a 
{■e lu siv a Faaturas 
labT astad Approved 


REG. $6 


PRICE CUT 4 7 % 


M EN’S CREW SOCKS 
68c 
PAIR 


REGULARLY 1.29 PAIR 


Soft Orion * acrylic-stretch ny­ 
lon; reinforced heel, toe. Dark, 
light colors. One-size 10 to 13. 


MEN! GET A GREAT GROUP OF FLARE 
JEAN LOOKS AT ONE SMASH PRICE! 


KACH5 
44 


REGULARLY 6.99 


The jean scene is going wild at Wards! Flares, 


bells and cuffed jeans alive in new fabrics . . • 
new styles . . . new colors! You’ll go for em all 
. . . and Wards great sale price! 29 to 36. 


CHARG-ALL LETS YOU “CHARGE IT” WITH CONFIDENCE 


MEN I KNIT WALK SHORTS 
IN SOLIDS AND PATTERNS 


Great looks, comfort, ease of 
movement, thanks to all-poly- 
ester knit! Wide beit-ioops! 
M achine-w ash; no ironing 


needed. 32 to 42. Hurry in! 
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durafresh 


Ticking treated for 
Hygienic cleanliness 


♦ >*• 


CHOOSE MEDIUM FIRM MATTRESS OR FOUNDATION 


Com fortable twin or full innerspring mattress of- 


fers coil unit topped with layers of cotton felt 


and sisal insulation quilted together. Matching 


multi-tor lion support foundation. 
" 
* 


HANDSOME RECHNER HAS 
THE LOOK OF FINE LEATHER 


REG. 
149.95 


The old English leather look in durable 


Naugahyde ’ vinyl,. .wipes clean easi­ 


ly. Back moves independently of seat 


to offer you 3 -position comfort. 


SHOP THE CONVENIENT WAY FOR HOME FURNISHINGS—SAY “CHARGE IT!" TODAY 


dura-fresh 


Ticking treated for 
hygienic cleanliness 


OUTSTANDING 
VALUE! 
SUPER FIRM 
SUPPORT BEDDING 


BIG FEATURES FOR EXTRA COMFORTI 


• Innerspring: heavy-gauge steel coil unit, spring- 
action edge supports and layers of cushioning 
# Urethane foam offers 7" of deep comfort plus 
REG 
thick layer of cotton felt stitched to cover 
* 
| 
79.95 


The matching foundation is specially engineered to 


offer ideal support. Sleep in total luxury tonight! 
TWIN OR FULL INNERSPRING 


159.90 Twin or full size foam sot........................ 109.88 


219.95 Quo on soft Innorsprlng or fo a m 
179.88 


529.95 King soft innorsprlng or fo a m ............... 2 7 9 .8 8 


MATTRESS OR FOUNDATION 


ROCKER REPRESENTS HISTORY 
OF HAND-STENCILED ELEGANCE 


REG. 
119.95 


Hand-stenciled fruit design keynotes 


this 
ro c k e r’s 
ancestry. 
A n tiq u ed 


pine-finished w ood accented by finely 


carved spindles. 3" seat. 


M O N T G O M E R Y 
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W ARDS LOW PRICES 
INCLUDE ALL 
THESE SERVICESI 


• Free scheduled delivery, 
e Free set-up In your home, 
e Special custom orders — 
a lw a y s available. 


14 
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RUSTIC EARLY AMERICAN 
SOFA WITH DEEP TUFTING 
AND CARVED WOOD TRIM! 


I <* V * 
■ 


REG. 369.95 


• Special fashion accents: maple-finished 
wood trim, box-pleated skirt, flared arms 


The style that keeps right on winning every­ 


one's approval! Tweed sofa is extra long, ex­ 


tra comfortable. Plump urethane foam cushions. 


Save $30! loveseat, reg. 249.95 ................... 219.88 
Save $20! Chair, reg. 179.95......................... 159.88 
Save $60! Sleep sofa, reg. 399,95................. 339.88 


SAVE $151 ELEGANT EARLY 
AMERICAN STYLE TABLES 


YOUR 
CHOICE O 488 


jm 
■ 
109.95 EACH 


Durable Form ica“ plastic tops blend perfectly 


with 
maple-finished 
hardwood 
construction. 


Select cocktail table, hexagon commode or 


square commode . . . all beautifully detailed. 


FOR EASY SHOPPING, USE WARDS "CHARG-AIL PIUS” TIME PAYMENT CREDIT PIAN TODAYI 
71 


ENJOY MORE OF WHAT YOU NEED NOW—"CHARGE IT" WITH WARDS CHARG-ALL 


DUPONT DACRON® POLYESTER PILLOWS 


25% TO 37% OFF! 
EASY-CARE DRAPERIES 
FOR ANY HOME DECOR! 
77 
50x54' SIZE 
REG. 12.50 PAIR 


• Buy them today, hang them right aw ay! 
• Machine washable and dryable —no ironing 


Heavyweight cotton/rayon fabric with protective 


acrylic foam back to insulate, muffle noise and add 
body to folds. Wonderful selection of fashionable 


colors for any decor! 


50x84-inch pair, regularly $16, now only . . 1 0 .7 7 
75x84-inch pair, regularly $29, now only .. 2 0 .7 7 
100x84-inch pair, regularly $38, now only .. 2 9 .7 7 
125x84-inch pair, regularly $48, now only .. 3 7 .7 7 
150x84-inch pair, regularly $56, now only .. 4 1 .4 7 
Valance to match is also sale-priced 


MADE-TO-MEASURE SIZES, NOW 20% OFF! 


Order draperies to fit any window up to 192 inches 
wide, 108 inches long. 


SPECIAL BUY- 


BIG, 6-QT. ELECTRIC, 
WOODEN ICE CREAM 
FREEZER AND SCOOP 


1 
0 
8 
8 
Æ 
SUPER 
■ 
VALUE! 


I I f 
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• Powerful, quiet motor 
• Leakproof poly liner 
doubles as ice bucket 


Enjoy the taste of pure home­ 


made ice cream made with 


minimum e ffo rt! R ustproof 


gears assure steady opera­ 
tion. Handsome wood tub 


with metal trim, black handle. 
Recipe book included. 


SAVE 25% ! 
DACRON BATISTE 
PANELS IN ALL SIZES 


1 
9 9 
I 40x54" SIZE, 
m REG. 2.79 EA. 
M achine w ash’n ’dry. 
White, lovely colors. 


40x81", rag. 3.29..2.44 
82x81", rag. 7.49.. 5.59 
125x81", rag. 10.99.. 8.24 


*RTM DuPont Corp- 


IMMIDIATI 
RIPLACIMINT 
OUARANTII 
W ard* will roplaco Hilt 
Signature* appliance 
FREE if it fails within 
one year of purchase. 
Simply return to any 
Wards location. Failure 
due to a c c id e n t or 
abuse is not covered. 


• Low, b w price for two! 
• For comfort, deep sleepl 


Pillows are non-allergenic: 
lint, dust and odor free! Re­ 


sist moths and mildew, too. 
Corded cotton cover. 


REGULARLY 3.99 EACH, 
20x26" FINISHED SIZE 


/VXONTÍiOAAERY 


MrWEEKDW 
Ш 


SAVE3 3 %! 
ENJOY BEAUHFUL AND DURABIE 
CARPEHNG WITH WARDS "BRENTWOOD" 
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[a] Blended nylon and olefin pile car­ 
pet has d durable, resilient level- 
loop construction. It resists fading, 
abrasion and soil —just sponge away 
spots. 7 action-loving tweed colors. 
REG. 5.99 
SQ. YD. 


5 ] 1 7 % O F F ! "PLYMOUTH" — Ideal for kitchen, both, rec 
room, other action areas. Easy-core continuous filo- 
J | 0 0 
ment nylon pib. Foam bode. 7 glorious colors. Reg. 5.99. 
^ 


( 3 3 3 % O F F ! "RIDGEMOORII"- DuPont 501® carpet with ny- 
Ion pib in a hi-lo scroll pattern. Long-wearing, resilient, C99 
easy to maintain. 9 decorator colors. Reg. 8.99. 
j q yp 


ID 2 1 % O F F ! 
"RIO GRANDE" - Deep, luxurious nylon shag 
for living room, dining room, bedroom and den. 
JL99 
Magnificent array of 7 tweed patterns. Reg. 8.99. 
yp 


ri1 2 7 ^ii> O F F ! 'XIMARRON" — Monsanto's luxuriously dense, 
lush Acrilon® acrylic pile has a wool look. Great 
^ 7 9 9 
wear, easy core. 15 fashion rich colors. Reg. 10.99. 
^ ^ 


Reg. 1.89 sponge rubber padding cushions steps .. 1.69 sq. yd. 
SHOP AT HOME 


Coll Wards today! See swatches 
in your home, get free estimate 
on carpeting and installation. 


S O I 
1« 


r . 
■ 


% 17 % 


SAVE WORK! EASY-STIK® 
VINYL ASBESTOS TILE 


Nine self-pasting 12x12- 
inch tibs cover one sq. yd. 
AAony cobrst Use on any 
o.t il e pa c k 
grade level floor. 
MM REG 


BEAUDFUL CARPET 
IN ROOM-SIZE RUGS 


12x13', 12x15' and 
12x18' pieces in a 
variety of fibers, 
colors and textures. 
Edges ore finished. 
REO. LOW PRICE 


NOT SHOWN*66 


CHARGE EVERYTHING FOR YOUR HOME WITH ONE OF WARDS CONVENIENT CREDIT PLANS 
92 


AAONTGOAAERV 
FINE STEREO SYSTEM ON A CART 
INCLUDES 8-TRACK TAPE PLAYER 
1398® 


Deluxe AM/FM>stereo receiver, precise tuning 
Auto/manual 8-track stereo tape player 


4-speed changer, 45 RPM adapter 
2-way horned speakers for rich sound 


Roll-about cart with record/tape rack 
SPECIAL BUY! 


l i j m i n c c 


6210 


STEREO PHONO HAS 4-SPEED 
RECORD CHANGER AND 2 SPEAKERS 


• After playing last rec- 
j m 
j m q 
q 
ord, system shuts off 
7 1 / 1 
• Has 45 RPM adapter 


SAVE $11 


PERSONAL-SIZE TV, GREAT 
GIFT FOR DAD OR GRAD! 
9" diagonal 
screen, UHF- 


VHF antennas. 


102 
WARDS "CHARG-ALL PLUS” PLAN SUITS YOUR BUDGET 
JUST "CHARGE ITI 


/ l A O I N T T G O / t / l E R Y 
U lV A l » 
H D A Y WEEKEND 


GIANT ELECTRONIC OVEN 


• Holds a huge 
M 
# 
% 
0 
0 
30-lb. turkey 


• Fast, cool, 
clean cooking 
SPECIAL BUY! 


: 


OUTSTANDING 
VALUE! 


Roast 


Baked Potato 


Pineappl« 1 
down coke 


g 
r e a t 


B 
U 
y , 


ELECTRONIC OVEN REDUCED 


*199 


Cuts cooking times 
by 7 5% ; oven stays 
cool; use 11OV outlet 


N O TRADE-IN REQUIRED. 


EXPERT LOW -COST SERVICE AVAILABLE 


BIG 214 CU. FT. ALL- FROSTLESS 
REFRIGERATOR-FREEZER! 


• No defrosting in either section 
• Big freezer— holds up to 231 lbs. 
• Cold control in each section 
• Door storage — keeps things handy 
• Gold, avocado, coppertone or white3491 


AUTO. ICE MAKER OPTIONAL, EXTRa I 


OUTSTAND NG SI 
VALUE! 


88 


S : 


A 
• 
MOVES ON ROLLERS 
-a 


*40 OFF 
FROSTLESS 15.4 CU. 
FT. REFRIGERATOR 
88 


Crispers; 
153-lb. 
capacity freezer 


*20 OFF! 5.1 CU. FT. FREEZER 


REG. 
139.95 


• Holds up to 178 lbs. 
• Only 25HH wide 


M*e«t so» 
* Wheels; lift-out basket 


m 


U.A.' 


$99 


W ARDS 5,000 BTU AIR CONDITIONER 


• Cools up to 220sq. 
ft.; front air panels 
• Pushbutton control 
• Foam dirt filter 


8,000 
BTU model, now only, * 1 4 9 
15.000 
BTU modef, now only, * 1 9 9 
20.000 
BTU model, now only, * 2 4 9 


WARDS "CHARG-ALL PLUS” TIME PAYMENT PLAN WILL SUIT YOUR BUDGET— "CHARGE IT!” 
I IZ 


GREAT FAINT VALUES AT LOW PRICES! 


ÏTOtTiJ 


ECONOMY LATEX FLAT 
■FORINSIDE OR OUTJ 


¡CHOICE 


9 IU C s 
2 
GALLON 


INTERIOR, REGULARLY 4.99 


Smooth, easy latex application. 


Fast clean-up. 10 modern colors. 


EXTERIOR, REGULARLY 3.99 
Smooth 
and even application. 


Quick drying. In white only. 


1 -COAT INTERIOR OR 
EXTERIOR LATEX FLAT 


W a 
r 
d 
La - 


O F F ! 


YOUR 
CHOICE 4 77 


SELECTION S F R O M 
O U R 
SPECIAL 
OF THE M O N T H 


L 
WALLPAPER 
L SAMPLE B O O K 


EXT 
X 


GALLON 


ONE-COAT INTERIOR, REG. 7.99 


Dries fast, in just 30 minutes. 


Soap, water clean-up. 25 colors. 


ONE-COAT EXTERIOR, REG. 8.99 


Tough, durable latex paint. Re­ 


sists mildew. 14 colors, white. 


INTERIOR LATEX FLAT 
OR ONE-COAT EXTERIOR 


YOUR 
CHOICE 6.99 


GUARANTEE 


l o t h th a t* 
p o in ts o r« 
g u a r o n te e d to c o v er a n y 
c o lo r 
p a in te d tu rlo c « 
W ith o n « c o o t ( e . c e p t 
ro u g h w o o d 
s h in g l e s , 
shah«», o n d stucco) w h«n 
a p p li e d a c c o r d in g 
to 
la b e l d irections a t o ro t« 
n o t to o c e e d 4 0 0 sq h 
p « r g a llo n . II this p a in t 
(oils to co u « r as s ta te d 
h « r« , b rin g th « la b e l o l 
th is p o m t to your n e o re s t 
W a rd s b ro n ch a n d w e 
wiM furnish en o u g h p a in t 
to insure c o v e ro g e o r, a t 
y o u r o p tio n , will re fu n d 
th e c o m p le te p u rc h a s e 


GALLON 


INTERIOR LATEX, REG. 8.99 


3 0 
colors, 
some 
fluorescents. 


Quick 
drying. 
Easy 
clean-up. 
6.99 Int. Semi-Gloss . 4.99 gal. 


ONE-COAT EXTERIOR, REG. 9.99 


M ild e w - and blister-resistant. 


Fast clean*up. 14 colors. 


fô ïŸ U C LA « * 
^ 
NT 


10% OFF! WARDS "SPECIAL-OF-TH E-MONTH" WALLPAPER SAMPLE BOOK 


CHARG-ALL GIVES YOU THE BUYING POWER TO ENJOY WHAT YOU NEED NOW! "CHARGE IT!” 
I 71 


M OIVTGO/l/lERY 
[ № Ш П 
SAVE $20! BIG ÎOXIO-FT. 
GALVANIZED STEEL BUILDING 
88 


Extra storage with tall 6' 5" peak height 
Baked-on polyester over galvanized steel 
resists rust and corrosion for long life 159 


REG. 179.88— CHARGE IT) 


S P E C IA L B U Y 


ROOM-ENHANCING SWAGS 
AT A LOW, LOW PRICE 
(99 
EACH 


[A] D IA M O N D O PTIC— amber, green glass 


with 
diffuser, brass finish, spear accents. 


Lb ] FLOW ER D E S IG N — amber, green glass 


with diffuser, brass finish, spear accents. 


[c] SW IRL O PTIC— amber or ruby glass with 


diffuser, black scroll holders, spear accents. 
[PI BELL O PTIC— amber or green glass with 
polished-brass finished holders, spear accents. 


2 " CO RDLESS G R A S S SH EARS 
99 


REG. 1 4 .9 9 
Rechargeable; re­ 
charger included. 


Model 4033, floor extra 


1 0 X 7 ' E C O N O M Y BU ILD IN G 


9 '8 " x 6 '8 " interior,M ^ Q 
8 8 
5 ' 1 0 " peak height. ■ 
Easy to assemble. 
RE0, LOW W,CE 


Model 1953 


■ w 
ёЖтюцЩЗЗ 


LIGHTWEIGHT ROTARY 
AT A GREAT PRICE! 


TANK . 
GUARANTIED 
7'/j TEARS 


M ontgom ery W ard will 
fwrniih a new water hooter 
FREE if the tank in this 
hooter looks due to defec­ 
tive materials or workman­ 
ship within 716 years of pur­ 
chase when used for single 
or 2 family residential pur­ 
poses. Installation free 
during first year, extra 
thereafter. 


I! 


REG 
99 95 


CATCHER 
AVAILABLE 
REG. 12.95 


Light magnesium deck means 
easy pushing and maneuvering 
3-H P Briggs & Stratton engine 
Instant-action height adjusters 
Recoil start; auto, fuel system 


M odel 131 


OUR ECONOMY MOWER 
DOES THE CUTTING JOB! 


2 0 " rotary has 7.75 
cu. in. engine. M a n ­ 
ual height adjusters. 


IV? j w 
d : 
$49 


W ARDS 
LOW PRICE 


REG 99 95 


[a] BEST 30-GAL. GAS WATER HEATER 
D urable glass-lined tank. ^ 
53,000 BTU input heats up 


to 44.5 gallons per hour. 
40-gal., rog. 109.95, $94 
E 52-GAL ELECTRIC WATER HEATER 


2 long-life, low density heat- ^ 
ing elements, 2 thermostats. 


Hi-temp. safety cut-off. 
MO 103 95 


OTHER MODELS NO W PRICED AS LOW AS $S9 


>в! к 
Г s a v e 


89 
112 


142.95 230-AMP WELDER 


20 to 1 0 0 % duty cycle. 
$ 
With accessories (above). 


Undercarriage, reg. price . . . . 4.99 
Carbon arc torch, reg. price .. 15.99 


Extension cord, reg. price . . . . 19.99 
6 


WARDS CANTILEVER TOOL BOX 


Gable top, lock hasp; tray is 


divided. 19x7x714 
H. 


FIRE EXTINGUISHER SET 
For oil, electrical fires. For 1 ^ ^ 8 8 8 
home, car. Rated 2BC, 5BC. 


59 
R IG . 
8.S9 


WAIT NO LONGER FOR THAT BIG PURCHASE-USE ONE OF WARDS CREDIT PLANS 
I3Z 


S H O P P E R ' S 
SPECIAL! 


SPECIAL 
BUY! 


*5 SA V IN G S! 


GIRL'S OR 
BOY'S MODEL 


SAVE *40! JUMBO, 15X9 FT., 
TWO-ROOM FAMILY TENT! 
H Q 8» 
■ B 
REG. 159.99 


• Removable center divider for 1-room living 
• Extra-large windows for great ventilation 
• Vinyl-coated, nylon floor cleans easily 
• Giant, front awning adds extra shaded area 
• Adjustable, aluminum frame sets up easily 
CHARGE ITI 


H Tent bag, reg. low price 12.99 
S Pole bag, reg. low price 7.99 


SAVE *30! 12-FT. FISHING 


BOAT OF RUGGED ALUMINUM 


5 0 -inch beam; 3 


alum inum seats; 


rated to 7 
HP. 
R|<J 199 59 


*40 SA V IN G S! 
sea k in g ® 
5-HP, AIR-COOLED OUTBOARD 
149“ 


Twist-grip 
throt­ 


tle; 3 6 0° pivot; 


2 1/ 2-gal. tank. 
REG. 189.99 


. --------------------- ..l i : 


t a S ^ fcp gC lA t BUV; 


350-LB. CAPACITY BOAT TRAILER 


Handles boats to 14-ft. % ^ A 8 8 
Lights meet US Govt, codes. 1 ^ 


OUTSTANDING 
VALUE! 


HEFTY 5-POUND SLEEPING BAG 
KEEPS YOU WARM AND COZY! 


Fluffy 
insulation; 


scenic yellow lining; 


rugged brown shell. 


8.99 air mattress, 6.88 


T6% o f N 


1 /2-GAL. PLASTIC JUG 
Hot or cold 


use! W id e - 


mouth. 
99i 


1.19 


20-INCH HI-RISE BIKE WITH 
THE STYLE KIDS REALLY LIKE! 


Gleaming frame, chain 


guard, safe coaster 


brake; reflectors. 
REG. 37.99 


MEN’S OR LADIES’ 26”, 5-SPEED, 
LIGHTWEIGHT TOURING BIKE 


Front, rear side-pull 


caliper brakes; white 


frame, chromed trim. 67?? 
m 
72.99 


CHARG-ALL GIVES YOU THE BUYING POWER TO ENJOY WHAT YOU NEED NOW! "CHARGE IT!” 


EVERY 
NEW 
BATTERY 
DESERVES 
A NEW 
CABLE 


IMMEDIATE REPLACEMENT 
BATTERY GUARANTEE 


Momgoawry Werd | и г * й) * м И 
battery fa be fra# frani defect. in 
malarial oad wochmomhlp. И thit bai* 
fary folk la bold a charge Montgomery 
W ard wMi 1. Far fO day» from pur- 
citata, replaça iba battery free. 3. 
Aliar fO dayt, la Iba airi of iba 
g oar am a a period specified, replace 
•be battery, cbarginc a praraiad 
qmaimt band an lima tinca parcbata 
— of Iba regalar na Irada-In tolling 
price Iban in affaci. Batterie* mad in 
commercial rabid ai ara g war am tad 
an a timdar prorata bail* far ball of 
Iba normoNy specified farm. Far ser­ 
vie# andar Ibis gaoroatao, rotom bat­ 
tery wMb evidence of dale of parcbata 
ip any Montgomery Ward branch. 


For a t long a t you own Mia car on 
which intlolltd, Montgomery W a r d will 


furnith a fro* r «placement for any 


W a rd s Suprem e M u ffler which fails 


for any reason. If Montgomery W a rd 


originally installed lh* muffler, it will 


install the replacem ent free. Beturn 


m uffler to a n y M o ntgo m ery W a r d 


branch (any branch having installation 


facilities, if free im lallo'ion included) 


with evidence of purchase. This guar­ 


antee does not apply to mufflers ia- 


REG. 19.50 EXCH. 
24-MO. GUARANTEED BATTERY 


• Renews car energy at low cost 
• Gives dependable starting power 
• Encased in durable hard rubber 
G ang vent caps for easy service 
Available in sizes 22F, 24, 24F 


EXCHANGE 


SPECIAL BUY! 42-MONTH 
GUARANTEED SUPER-42 


Dependable starting 


and reserve power. 
EXCH 


I Sizes 22F, 24, 24F. 


*4 OFF! 34.25 EXCH. 60-M O. 
GUARANTEED BATTERY 
50 Provides up to 416 
cold cranking amps. 


Fits most U.S. cars. 
80 


EXCH. 
* 
- 


50 
19.95 EXCH. 6-VOLT VOLKSWAGEN BATTERY Size 19L, exchange 1 7 


24.95 EXCH. 12-VOLT VOLKSW AGEN BATTERY Size 42, exchange 2 2* ° 


12.99 BAR CARRIER 
5 8 " bars fit 


most U.S. cars. 
8 8 


4 1 


9.99 BASKET CARRIER 
37x39x5. Fits 
# g g 


most U.S. cars. 


2.98 IGNITION KIT 
Has condenser, 


rotor, points. 
I66 


69C/QT. 2-CYCLE OIL 
For outboards, 


mowers. SA E 40. 


3 
S9C/QT. SUPREME (Ml 
w 
Our best oil! 


SA E 10W-40. 99 


15Z 


60% OFF 2ND GLASS TRACK 
\ 
BELTED ROAD TAMER! 


W H E N Y O U B U Y 1ST AT REG. PRICE 


PLUS 
F.E.T. 
EACH 


CLOSE-OUT 
PRICE 
PAIR* 


TUBELESS 
BLACKWAU 
SIZE 


•w ith t r a d e-in tire o ff y o u r c a r 
WHITEWALLS AVAILAELE IN MOST SIZES, $3 MORE EACH 


•WIH» it 
lu . «H y*«» Ml WWtewelb M 
■ KM4«!*!-1»« Iff1» «illift1! iritQk 


i 


TRIAD WIAR EXPECTANCY 


Bocoum of variable driving habit« and 
road condition» vndor which tiro* aro 
utod, it 1» improcticol for Montgomory 
W ord, end conceivably mitlaading to 
out cvrtomer», to guarantee any «pa­ 
cific number of month» or mil#« of 
traad woor. W o can, howavor, indi- 
coto tha woor potential wo havo built 
into oor tiro« in tormt of «orvico in 
normal fomity u«o. If a Rivoriido tiro 
woor« down to tha troad woor indi­ 
cator* during tha Troad W oor Expac- 
fancy, Montgomory W ard will upon 
protontation of tha tiro ond ovidonca 
of dofo of purchato replace the tiro 
the than currant price leu the 
following doNar aNowancoi 


Troad W oor 
Troad W ooroaf 
Ix p a cta n cy 
A lo w a n co 
Prorated on 
40,000 mile«..................Milo« Driven 
43 month.............................$13.00 
40 month........................... 10.00 
39 month........................... 
1.00 
36 month........................... 
6.00 
33 month........................... 
3.00 
30 month........................... 
4.00 
34 month........................... 
3.00 
11 month 
............. 
3.00 
Troad W ear Expectancy offer doe« 
not apply to tiro« utod commercially. 


FACTORY INVENTORY 
ICLOSEOUT !| 


\ \ \ \ \ 


6.00-13 TBLS. BLK. 
PLUS 1.61 F.E.T. 
EACH AND TRADE-IN 


SINGLE TIRES COMPARABLY PRICED 
WARDS 4-PLY NYLON 
CORD RUNABOUT IN 
7 POPULAR SIZES 


1 5-rib tread design for traction and handling 
Carries 18-month tread wear expectancy 


VW AIR CUSHION 
95 


5.60-15 TBIS. BLK. 
PLUS 1.74 F.E.T. 
AND TRADE-IN 


FAST, FREE MOUNTING 


FOR PICK-UPS, VANS 
PANELS AND CAMPERS 
HI-WAY COMMERCIAL 


*.00-1ét TUEE- 
TYPE ELK PIUS 
2 33 F.E.T. NO 
TRADE REQUIRED 


TUBE-TYPE 
BLACKWAU 
SIZES 
6.00- 16+ 
6.70-15t 


7.00-15+ 
6.50-16t 


LOW 
PRICE 
EACH* 
15.97 
19.57 
19.63 
21.59 


PLUS 
F.E.T. 
EACH 


td-RLY RATINO *NO TRADE REQUIRED 


2 rugged fiber glass 
belts stabilze tread 
for mileage, traction 
4 smooth-riding pies 
of polyester cord 


40-month tread 
wear expectancy $ 
$1 4 
C78-14 IBIS. BUC PLUS 
2.06 FJLT. EACH TRADE 


BUY WHATEVER YOU NEED FOR YOUR FAMILY. HOME AND CAR WITH WARDS CHARG-ALL 


I6Z 


